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Call  to  Ordec:     2:15  P.M. 


Present : 


President  Rodel  E.  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  H,  Welton  Flynn,  Commissioner  Arthur  V. 
Toupin,  Commissioner  Gordon  Chin 


On  motion  of  Chiesa,   seconded  by  Flynn,  the  Minutes  of  the  reqular 
meeting  of  August  22,   1989  were  approved. 

A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 

RESOLUTION 
NO. 

On  motion  of  Chin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 


89-0292 


MR 


Approving  collections  in  the  amount  of  $7,027.30  and 
write-off  compromise  reductions  for  comparative 
negligence  in  the  amount  of  $517.97,   for  payment  of 
damage  claims  which  the  Municipal  Railway  has 
against  miscellaneous  debtors  for  the  month  of 
August,  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 
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HH 


On  motion  of  Chin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Approving  the  plans  and  specifications  as  prepared 
and  recommended  by  staff,  and  authorizing  Bid  Call 
for  Hetch  Hetchy  Contract  No.   HH-803,   Cherry  Valley 
Domestic  Water  Supply. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 
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On  motion  of  Chin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Approving  the  plans  and  specifications  as  prepared 
and  recommended  by  staff,  and  authorizing  Bid  Call 
for  Municipal  Railway  Contract  No.  MR-879,   No.  33 
Stanyan  Line  Trolley  Coach  Overhead  Reconstruction. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 
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on  motion  of  Chin,  seconded  by  Chiesa,  the  followinq 
resolution  was  adopted: 

Accepting  the  work  performed  under  Water  Department 
Contract  No.  WD-1990R,  Crystal  Springs  Pipeline  No. 
1  -  Replace  Section,  as  satisfactorily  completed- 
approving  Credit  Contract  Modification  No.  1  in  the 
amount  of  $17,944  72;  and  authorizing  final  payment 
in  the  amount  of  ^37,351.07  to  Stacy  &  Witbeck, 
Inc./Rogers/Genner,  AJV,  Contractor. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Chiesa,  the  followin 
resolution  was  adopted: 

Accepting  the  work  performed  under  San  Francisco 
Municipal  Railway  Contract  No.  MR-876,  Muni  Treat 
Avenue  Facilities  -  site  Preparation,  as 
satisfactorily  completed;  approving  Credit  Contract 
Modification  No.  1  in  the  amount  of  $3,499.90; 
authorizing  an  extension  of  time  for  unavoidable 
delays  of  28  calendar  days;  and  authorizing  final 
payment  in  the  amount  of  $1,000  to  Berrios 
Construction  Co.,   Inc.,  Contractor. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Chiesa,  the  followi 
resolution  was  adopted: 

Approving  the  substitution  of  subcontractor,  Alcal 
Roofing  for  Ra-Mar  Roofing,  to  perform  the  roofing 
work  under  San  Francisco  Water  Department  Contract 
No.  WD-2000,   San  Andreas  Water  Treatment  Plant 
Expansion . 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Approving  Contract  Modification  No.  1  totaling 
$34,424,   to  Hetch  Hetchy  Water  and  Power  Contract  No. 
HH-794R2,   San  Joaquin  Pipelines  -  Repair  Exterior 
Coating. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Approving  Contract  Modification  No.   33  for  an  amount 
not  to  exceed  $350,000,  to  Municipal  Railway  Contract 
No.   MR-859,   Harrison  Street  Facility  -  General 
Construction . 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 
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On  motion  of  Chin,  seconded  by  Chiesa,  the  foUowinq 
resolution  was  adopted:  xxuwxny 

Approving  the  transfer  of  San  Francisco  Water 
Department  Consumers'   Closed  Accounts  with  Credit 
?oon''''^^  unclaimed  for  three  years  as  of  August  1, 
1989,   in  the  amount  of  ^60,471.24,   to  the  Water 
Department  Unappropriated  Surplus. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  chin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Approving  and  requesting  the  Controller  to  draw  a 

*9s'nnn        ^r??  °^  Christine  Callan  in  the  amount  of 
$25,000,   m  full  settlement  of  personal  injury  claim 
against  the  San  Francisco  Water  Department. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Chiesa,  the  followinq 
resolution  was  adopted: 

Approving  the  Non-Civil  Service  and  Temporary 
appointments  and  removals  as  indicated  on  the 
orJune7l989"^°^'"^"^  Activity  Roster,   for  the  month 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


on  motion  of  Toupin,  seconded  by  Flynn,  the  following 
resolution  was  adopted : 

Requesting  the  Board  of  Supervisors'  approval  to 
contract  security  guard  services  for  the  Public 
Utilities  Commission  for  1989-90. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the  followinq 
resolution  was  adopted : 

Authorizing  the  Acting  General  Manager  of  the  San 
Francisco  Water  Department  to  enter  into  an  agreement 
with  the  Suburban  Representatives  that  will  extend 
the  period  to  demand  arbitration  for  Fiscal  Year 
1986-87  Suburban  Revenue  Requirement   issues  from 
September  18,   1989  to  December  18,  1989. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 
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On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Authorizing  the  General  Manager  of  Public  Utilities 
to  execute  an  agreement  with  Jackson  Research 
Projects  for  professional  historical  consultinq 

^un^ir'iQQn  ^'^^  September  15,   1989  to 

June  ju,   1990,   in  an  amount  not  to  exceed  $95,000. 


VOTE; 


Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Commending  John  V.   Hope,  on  the  occasion  of  his 
retirement,   for  his  23  years  of  service  to  the  City 
and  County  of  San  Francisco.  ^ 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Authorizing  the  San  Francisco  Municipal  Railway  to 
enter  into  an  agreement  with  the  Tri-County 
Metropolitan  Transportation  District  of  Oregon  to 
produce,  copyright  and  market  jointly  a  Back 
Awareness  Video  Program. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Authorizing  the  General  Manager  of  Public  Utilities 
to  enter  into  an  agreement  with  Jeri  L.  Mersky, 
Ph.D.,   for  the  purpose  of  conducting  a  case  study  of 
the  5-year  development  of  the  Joint  Labor  Management 
Board  at  the  Municipal  Railway,   total  payment  not  to 
exceed  $23  500  for  the  term  of  the  contract  ending 
June  30,1990. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Chin,  the  follow! 
resolution  was  adopted: 

Requesting  the  Board  of  Supervisors  to  establish  a 
Municipal  Railway  Graffiti  Fund  for  the  purpose  of 
receiving  all  donations  of  money,  property  and 
personal  services  which  may  be  offered  to  the 
Graffiti  Prevention  Program;   and  authorizing  the 
General  Manager  of  Municipal  Railway  to  accept  and 
expend  these  donations. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 
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Accepting  the  work  performed  under  Municipal  Railway 
Contract  No.  MR-622R,  Twin  Peaks  Tunnel 
hv^^hl'^'^f^'°^  Structural  Repairs  and  Improvements 
by  the  contractor,  Abbett  Electric  Corporation ,  !s 
satisfactorily  completed;   approving  Contract 

$436,938  97,  and  requesting  the  Controller  to  process 
said  modification  without  execution  by  the  contractor. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 

^^y""'   seconded  by  Chiesa,   the  following 
resolution  was  adopted:  ^xuwmy 

Accepting  the  work  performed  under  Professional 

p^h^i^?^''?'^^^^"^  Engineering  Design  for  the 

Rehabilitation  and  Modernization  of  the  Geneva 
Carbarn  Site,  as  completed;   approving  Debit  Contract 
Modification  NO.   6  in  the  amount  of  $8,039  49-  and 
authorizing  final  payment  in  the  amount  of'ili  024  59 
to  the  Consultant,  Kaiser  Engineers/DMJM . 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 

°^  seconded  by  Chiesa,   the  following 

resolution  was  adopted:  ^^±±^^±10^ 

Authorizing  the  Manager,  Utilities  Engineering 
Bureau,  to  request  proposals  from  qualified 
engineering  consulting  firms  to  provide  the  required 
Iroject''"^  services  for  the  Muni  Metro  Extension 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

Approving  the  terms  and  conditions  and  authorizing 
lease  of  0.85  acres  of  Water  Department  pipeline 
right-of-way  land  to  No.   1  NB  Partners,   for  purpose 
Of  parking  and  landscaping,  for  a  term  of  ten  (10) 
years  commencing  January  1,  1990  and  terminating 
December  31,  1999,   at  an  annual  rental  of  $12,000 


VOTE; 


Ayes  -  Rodis,   Chiesa,   Flynn,   Toupin,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission. 


******** 
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Repoct  of  the  General  Manager 
Fencing 


fencing  llTetulT^'^'  ^^^^^^  - 

^Lf^^^^^.^^^^^""^^  ^'^^  "^^'^  received  for  the  Presidio  Division  and 
CO  '-11        -^tj^^P-ted  having  a  successful  award  to  recoS^end  to  the 
commission  at  the  next  meeting.     The  fencing  at  the  Presidio 
Division  is  expected  to  be  completed  in  January  1990,  and  at  Green  & 
Geneva  in  June  1990.     staff  will  work  with  the  utilities  Engineer^na 
Bureau,  using  an  -as  needed"  contractor  at  Woods  and  K^rkland  Work 
IS  expected  to  be  completed  in  June/July  1990.  Potrero  win  b^ 
refenced  as  part  of  the  $12  to  15  million  dollar  rebuild  program 
that  IS  scheduled  for  1991.     The  Army  Division  will  only  be  in 
existence  until  the  move  to  the  Flynn  Division.     The  Scott  Facility 
IS  totally  enclosed  and  protected.  i-aciiity 

Commissioner  Toupin  reiterated  the  urgency  for  the  fencing  and  said 
i  t  nnw      r  ^  f  Municipal  Railway  was  expediting 

It  now.  He  requested  staff  to  immediately  advise  the  Commission  if 
there  were  any  snags  or  problems  along  the  way.  emission  it 

Accidents 

Mr.  Johnny  stein,  Deputy  General  Manager,  Transportation,  stated  he 
was  pleased  to  report  that  for  the  first  time  in  the  history  of  the 
Municipal  Railway  both  claims  and  accidents  had  a  significant 
decrease.     in  1979/80  accidents  were  180  per  million  miles  whereas 
now  they  are  down  to  107  per  million  miles.     Mr.  S?ein  attributed 
tnis  to  an  increased  training  program  started  in  the  early  80's. 

Commissioner  Toupin  congratulated  staff  for  this  record,  especially 
when  It  was  made  in  a  much  more  crowded  environment  on  the  streets 
than  existed  at  the  beginning  of  the  period.  i^creecs 

President  Rodis  said  he  would  like  to  add  that  this  reduction 
occurred  at  a  time  when  a  number  of  funds  for  driver  training  had  to 
be  cut  off  as  the  result  of  the  budget  deficit,   so  that  made  it  all 
the  more  remarkable. 


Graffiti  Task  Force 


MS.   Barbara  Conway,  Manager,  Graffiti  Prevention  Program,  gave  a 
brief  summary  of  the  composition  and  formation  of  the  task  force 
She  said  the  committee  was  organized  and  had  its  first  meeting  in 
January  1989  .     Bill  Steele  with  Chevron  and  Larry  Martin  wUh^^e 
Transport  workers  union  serve  as  the  co-chairs  and  representation  on 
the  committee  includes:   the  Police  Department,  District  Attorney's 
Office,  Juvenile  Probation,  City  Attorney's  Office,  Mayor's  0?licl 

^nH'"p!^r°^^°"''"^''''^'   ^"^'^^         Education,   San  Francisco  Alive,  Park 
and  Recreation  Department,   Local  790  representing  the  car  cleaners, 

^nliJ''ll^rl-^^''''^r^'   D^P^^tment  of  Public  Works,   Department  of 
Social  services.   Supervisor  Tom  Hsieh,  U.S.   Probation  and  Parole, 
Citizens  from  the  Richmond,   Excelsior,   Sunset,   Fillmore,  Mission, 
Chinatown  and  Hunter's  Point  areas  of  the  city,  AMNI  America, 
Gannett,   Anchor  Brewing,   Hoogasian  Flowers,   Conservation  Corp., 
Housing  Authority,   the  San  Francisco  Rotary  Club,   the  San  Francisco 
Program  "^"^  Museum,  and  a  State  contracted  Work  Furlough 
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several  projects  were  undertaken  during  the  year.     One  of  the 
projects  was  a  contest  in  July  held  at  22  summer  school  sites 
Students  were  asked  to  express  their  views  about  graffiti  in  their 
environment  through  literary  or  art  form.     Many  yo"hs  participated 
and  art  entries  revealed  some  real  talent.     Deans  from  the  Art^ 
^wfrH»H  !  ^"f  the  Academy  of  Art  viewed  the  art  and  as  a  result 
awarded  scholarships  to  some  participants.     Numerous  other  prizes 
were  donated  and  distributed  to  the  youths  and  teachers.  Another 
project  will  be  the  promotion  of  a  10-min  video  aimed  at  drawing  the 
midd'le  schools  -"^-l-m  which  will  be  shown  in  eL'entlr? 

Commissioner  Flynn  commended  Ms.  Conway  for  the  impressive  job  she 

has  done  with  the  graffiti  prevention  program.     He  stressed  that 

graffiti  was  a  priority  and  that  it  was  important  that  tMs  ^o"k  be 

continued      He  pointed  out  that  Ms.  Conway's  salary  was  funded  to 

fundf t""  "^^^^ted  staff  to  Lnd  mone^  In  the  c!ty 
funds  to  continue  her  job. 

Water  Supply 

Mr.  Anson  Moran,  General  Manager,  Hetch  Hetchy  Water  &  Power 

HP^^^tri^J;^  ^'^^^^  ""^'^^  ^^^^  distributed  to  the  Commission. 

He  said  each  graph  represented  one  of  the  prime  measures  of  what  is 

ev^r^  two":ee%T"  '''''  "'^^^  ^^^^^^  --^^ 


Water  Use 


Mr.  Arthur  Jensen,  Acting  General  Manager,  Water  Department 
explained  the  graphs  showing  water  use.     He  said  the  total  use  for 
the  system  was  still  below  1987  base  year  levels.     For  the  month  of 
August  the  system  total  was  around  11%  below  August  1987      The  Citv 
water  use  is  on  par  with  1987  levels  of  usage. 


******** 


Resolution  No.  89-0305        Authorizing  the  General  Manager  of  Public 
Utilities  to  execute  an  agreement  with  Jackson  Research  Proiects  for 
professional  historical  consulting  services,  for  the  period  Irom 

UVoto"'  ''''  '''''  not^o'xceed 

Mr.  Anson  Moran,  General  Manager,  Hetch  Hetchy  Water  and  Power, 
stated  that  this  contract  was  being  let  through  the  City  Attornev's 
office  on  our  behalf.     This  would  be  the  first  segment  1/^^°"^"^^  ^ 

w^ti^ir^f.  ^^t^  ^^^'^        Hetchy's  historic  records,  as 

well  as  eventually  the  Water  Department's,   in  order  to  document, 
index  and  proof  the  record  on  a  historical  basis  for  the  water 
rights  we  enjoy. 

Commissioner  Chin  inquired  if  there  was  any  particular  reason  why 
the  contract  was  being  let  through  the  City  Attorney's  office  Mr 

^^""t^  K^^^'^^  ^^^^        ''^''^^        administered  by  them  and  our  staff  ' 
would  be  made  available. 

Commissioner  Toupin  asked  whether  50  years  from  now  consultants 
would  have  to  be  engaged  to  recreate  the  historic  data  regardinq 
I'^V^T     f^^^^^'^i^s  whether  we  were  going  to  set  up  systems  that 

would  make  it  unnecessary  to  recreate  periodically. 
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Mr     Moran  replied  that  it  was  hard  to  foresee  the  future  but  he 
believed  that  in  protecting  the  records  physically  "aintalnlna 
indexes  that  we  have,   that  work  would  be^np^ace  50  years  fro^  no„ 
and  would  not  need  to  be  recreated.     He  said  water  riqhts 
investigations  today  are  different  than  years  ago  Afferent 
whether"th"^  being  asked,  different  standards  Le  be  ng  app  led,  and 
whether  the  data  being  catalogued  today  will  answer  auesHoni^n 
years  from  now  is  not  known.     Staffs  intent  !s  to  havrthe  Lope 
inclusive  and  to  do  as  thorough  a  job  as  can  be  done!  ^ 


******** 


Resolution  No.   89-0309  -  Requesting  the  Board  of  Supervisors  to 
establish  a  Municipal  Railway  Graffiti  Prevention  Fund  £0?^^ 

Mr.  William  Stead,  General  Manager,  Municipal  Railway  stated  this 
spend"d°oift!^is!  ^°  — ^  ^'^^  --pt'^nd 

ir^af hn^f*^'"  ^^t^^  ""^^  Graffiti  Prevention  Fund  as 

It  was  both  prevention  as  well  as  removal.     He  directed  staff  to 
revise  the  title  so  that  it  covers  both  prevention  ^nderadfcaMon. 
President  Rodis  asked  for  comments  from  the  public. 

He'said'it  had'hrn  '"""^  °"  ''^^^^f  °f  graffiti. 

He  said  it  had  been  an  ongoing  problem  for  many  years  and  that  he  had 

youths"'"L  fe^t  not'h'"'  with  City  departments^  communitj  groups  and 

wa°rto-soi:e':he  TouleV''  '""^  '^""^  was^ot^he 

and'tha^'tr^''  ''''^^  Commission  appreciated  his  concern 

%h-irb:;-v-\^r^-a^^f-:c-nit?:rtLr?^- 

Conway  said  a  Certificate  of  Appreciation  had  been  develooed  !nd 
recipients  would  be  honored  at  a  reception  on  October  6  ' 

Gener.'f  m"^'  "'"'^'^  resolution  provided  for  the 

Requested  thir;hr?'"?''-''''i"'^  '°  disperse  the  funds  and 
requested  that  the  Commission  be  furnished  quarterly  reports  on  the 

be'amlnd°ed'''  =°---°ner  Flynn  requested  tLt'^h^resolu tion 

89  n^n9°C  °^  T^t^":'  commissioner  Chin,  Resolution  No. 

«a-0309  was  adopted,  as  amended. 


******** 

Public  Comments 


Mr     David  PUpel  inquired  whether  the  Fast  Pass  could  be  sold  for  the 
duration  of  the  month  at  a  location  downtown  in  addition  to  City 
Hall.     He  suggested  the  East  Bay  Terminal  AC  Transit  Information 
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Booth  as  a  possible  sales  location.  Mr.  Elzey  said  staff  was 
exploring  the  option  of  obtaining  passes  by  mail. 


******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      3:35  P. 
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PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


89-0:^92 


RESOLVED,  That  this  Commission  on  the  recommendation  of  the 
General  Manager  of  Public  Utilities,  Department  Managers  and  the 
City  Attorney,  hereby  approves  collection  of  charges  for  damages 
against  San  Francisco  Municipal  Railway  from  miscellaneous  debtors 
in  the  amount  of  $7,027.30  and  write-off  compromise  reductions 
for  comparative  negligence  in  the  amount  of  $517.97  for  the  month 
of  August  1989. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commi 

at  its  meeting  of    SEPTEMBER  1  2  ]989 


Secretary,  Public  Utilities  Cumrnissic 


PUBLIC  UTILITIES  COMMISSION 


CnV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na  3^—029^1 


WHEREAS,  Under  Hetch  Hetchy  Contract  No.  HH-803,  a  new  water  pump 
and  piping  is  to  be  installed  at  an  existing  water  well  adjacent  to 
Cherry  Compound  in  the  vicinity  of  Lake  Lloyd  Reservoir;  now  therefore 
be  it 

RESOLVED,  That  in  accordance  with  the  provisions  of  Chapter  31, 
Section  31.22  (a)  of  the  San  Francisco  Administrative  Code,  this 
project  is  hereby  determined  to  be  categorically  exempt  from  the 
California  Environmental  Quality  Act  under  Class  1(b)  as  set  forth  in 
the  permanent  list  of  categorical  exemptions  adopted  by  the  City 
Planning  Commission  on  August  28.  1980,  and  April  16,  1981;  and  be  it 
further 

RESOLVED,  That  this  Commission  hereby  authorizes  bid  call  for 
Hetch  Hetchy  Contract  No.  HH-803,  Cherry  Valley  Domestic  Water  Supply. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  SEPTEMRFR  1  9.  \W\  


PUBLIC  UTILITIES  COMMISSION 

Cmr  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  Qtj^^)2^/\ 


WHEREAS,  Under  Municipal  Railway  Contract  No.  879,  existing 
trolley  coach  overhead  facilities  are  to  be  reconstructed  under  the 
Trolley  Coach  Overhead  Program,  with  state  and  federal  financial 
assistance;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission,  before  acting  on  the  subject 
project,  does  hereby  certify  that  it  has  reviewed  and  considered  the 
information  contained  in  the  Final  Negative  Declaration  issued  by  the 
Department  of  City  Planning  on  March  6,  1978  covering  this  project  (EE 
77.358);  and,  be  it  further 

RESOLVED,  That  this  Commission  hereby  authorizes  bid  call  for 
Municipal  Railway  Contract  No.  879,  No.  33  Stanyan  Line  Trolley  Coach 
Overhead  Reconstruction. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    SEPTEMBER  1  2  1989 


Secretary.  Public  Utilities  Commissi 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na  89—025)5^ 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  Water 
Department  Contract  No.  1990R,  Crystal  Springs  Pipeline  No.  1  Replace  Section 
as  satisfactorily  completed;  approves  Credit  Contract  Modification  No.  1  in  the 
amount  of  $17,944.72  and  authorizes  final  payment  in  the  amount  of  $37,351.07  to 
the  Contractor.  Stacy  &  Witbeck,  Inc./Rogers/Genner,  AJV. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

SEPTEMBER  1  2  1989 


Secretary,  Public  Utilities  Commii 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na  85^—025^^^ 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  San 
Francisco  Municipal  Railway  Contract  No.  MR-876,  Muni  Treat  Avenue 
Facilities  -  Site  Preparation,  as  satisfactorily  completed;  approves  Credit 
Contract  Modification  No.  1  in  the  amount  of  $3,499.90,  authorizes  an 
extension  of  time  for  unavoidable  delays  of  28  calendar  days;  and  authorizes 
final  payment  in  the  amount  of  $1,000.00  to  the  Contractor,  Berrios 
Construction  Co.,  Inc. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commi 
at  its  meeting  of  SEPTEMBER  1  9.  |9Qg 


Secre tary.  Public  Utilities  Con^iTs 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  83""0297 


WHEREAS,  The  Public  Utilities  Commission  awarded  San 
Francisco  Water  Department  Contract  No.  WD-2000,  San  Andreas 
Water  Treatment  Plant  Expansion  to  Swinerton  &  Walberg  Co.,  580 
California  Street,  San  Francisco,  California  94104;  and 

WHEREAS,  Swinerton  &  Walberg  Co.,     by  letter  dated  June  15 
1989,  has  requested  substitution    of  subcontractor  Alcal  Roofing 
for  Ra-Har  Roofing,  to  perform  roofing  work  in  the  contract;  and 

WHEREAS,  Ra-Mar  Roofing  has  requested  to  be  released  as  a 
subcontractor  due  to  their  inability  to  perform  the  work  in  a 
tumely  manner;  and 


WHEREAS,  Utilities  Engineering  Bureau  staff  has  established 
that  Alcal  IS  a  qualified  roofing  contractor  who  can  perform  the 
work  within  schedule  and  at  no  additional  cost  and  that  such 
substitution  of  subcontractor  is  in  the  best  interest  of  the 
City;  now,  therefore,  be  it 

RESOLVED,  That  the  Commission  hereby  authorizes  and  approves 
the  substitution  of  subcontractor,  Alcal  Roofing  for  Ra-Mar 
Roofing,  to  perform  the  roofing  work  under  San  Francisco  Water 
Department  Contract  No.  WD-2000,  San  Andreas  Water  Treatment 
Plant  Expansion. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of   SEPTEMBER  1  2  1989 


Secretary.  Public  Utilities  cZmm^ior 


PUBLIC  UTILITIES  COMMISSION 

CfTV  AND  COUNTY  OF  SAN  FRANCISCO 

89-0298 

RESOLUTrON  No.  


WHEREAS,  This  Commission  awarded  Hetch  Hetchy  Water  and  Power 
Contract  No.  HH-794R2  -  San  Joaquin  Pipelines;  Repair  Exterior  Coating 
in  the  amount  of  $91,900  to  Porter  Painting;  and 

WHEREAS,  Modifications  to  said  contract  are  required  to  provide  for 
extra  work  made  necessary  by  unforeseen  damage  to  pipeline  coatings; 
now,  therefore,  be  it 

RESOLVED,  That  this  Commission  approves  Contract  Modification  No,  1 
totalling  $34,424.00  to  Hetch  Hetchy  Water  and  Power  Contract  No. 
HH-794R2  -San  Joaquin  Pipelines;  Repair  Exterior  Coating. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    SEPTEMBER  1  2.  iqfiQ 


Secretary,  Public  Utilities  Commmsioi 


PUBLIC  UTILITIES  COMMISSION 


COY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS.  This  Commission  awarded  Municipal  Railway  Contract  No. 
MR-859,  Harrison  Street  Facility  -  General  Construction  in  the  amount 
of  $14,013,000.00  to  Roebbelen  Engineering,  Inc.;  and 

WHEREAS,  It  has  been  determined  that  modifications  to  the  fuel 
station  and  the  application  of  concrete  floor  sealant  are  required 
prior  to  full  operation  of  the  facility  and  that  time  is  of  the  essence 
in  completing  this  additional  construction  work;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  authorizes  the  Manager,  Utilities 
Engineering  Bureau  to  negotiate  and  execute  Contract  Modification  No. 
33  for  an  amount  not  to  exceed  $350,000.00  to  Municipal  Railway 
Contract  No.  MR-859  -  Harrison  Street  Facility  -  General  Construction; 
and  be  it  further 

RESOLVED,  That  this  Commission  authorizes  the  transfer  of  an 
amount  not  to  exceed  $350,000.00  among  account  numbers  928041,  927941, 
922241  and  922259  for  this  modification. 


I  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  UtiliHes  Commission 
'  its  meeting  of  

 SEPTEMBER  1  2  1989 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 
RESOLUTION  Na  85J-030O 

RESOLVED,  That  this  Commission,  on  the  recommendation  of  the  General 
Manager  of  Public  Utilities,  the  Water  Department  General  Manager  and  Chief 
Engineer,  and  the  City  Attorney,  hereby  approves  the  transfer  of  San  Francisco 
Water  Department  Consumers'  Closed  Accounts  with  Credit  Balances  unclaimed  for 
three  years  in  the  amount  of  $60,471.24  per  San  Francisco  Water  Department 
list  of  August  1,  1989  to  the  Water  Department  Unappropriated  Surplus. 


certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  SEPTEMBER  1  2  1989  


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 
RESOLUTION  Na  H?)— 0301. 


RESOLVED,   that  on  recommendation  of  the  General  Manager  of 
Public  Utilities,   the  Deputy  General  Manager  and  Chief  Engineer  of 
the  San  Francisco  Water  Department,   the  Manager  of  the  Claims  and 
Contracts  Bureau,  and  the  City  Attorney,   this  Commission  approves  and 
hereby  requests  the  Controller  to  draw  a  warrant  in  favor  of 
Christine  Callan  in  the  amount  of  $25,000.00,   in  full  settlement  of 
the  claim  against  the  San  Francisco  Water  Department  arising  from 
personal  injury  sustained  following  an  accident  at  2288  Broadway 
Street,  San  Francisco,  California,  on  December  10,  1987. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of  SEPTEMBER  1  2  1989 


Secretary,  Public  Utilities  CorHmisi 


PUBLIC  UTILITIES  COMMISSION 

CnV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na  Fj^)— Q.^Q;^ 


WHEREAS,  under  the  authority  of  Charter  Section  3,501,  the 
General  Manager,  PUC  Is  authorized  to  make  Non  Civil  Service  and 
Temporary  appointments  and  removals  therefrom;  and 

WHEREAS,  such  appointments  and  removals  have  been  ordered  by 
the  General  Manager,  PUC;  and 

WHEREAS,  the  General  Manager,  PUC,  has  requested 
commission,  ratification  and  approval  of  such  appointments 
and  removals;  now  therefore  be  it 

RESOLVED,  the  Public  Utilities  Commission  does  hereby  ratify 

r^lv^r^''^  .^'^'^  Temporary  appointments  and 

removals  as  indicated  on  the  attached  Temporary  Employment  Activity 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  f^FPTFMppp  ]  g  ]939   


SecTftary,  Public  Utiinies  Commission 


PUBLIC  UTILITIES  COMMISSION 

cnv  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  85j-O,l03 


WHEREAS,  The  Hublic  Utilities  Conunlsslon  desires  to  provide 
uniformed  security  quard  services  for  protection  of  Public  Utilities 
Commission  properties;  and 

WHEREAS,  The  Public  Utilities  Commission  has  a  comprehensive 
plan  for  the  provision  of  security  services;  and 

WHEREAS,  The  Controiier  has  determined  that  contracting  for 
said  security  services  with  outside  firms  is  more  economical  than 
providing  these  services  with  city  employees;  and 

WHEREAS,  Section  8.300-1  of  the  San  Francisco  Charter  allows 
the  Commission  to  contract  for  services  when  the  Controller  has 
determined  it  to  be  economical  and  the  Board  of  Supervisors  concurs  with 
the  Controllers'  findings;  and 

WHEREAS,  Funding  is  available  in  Security  and  Protective 
Services'  professional  service  budget;  now  THEREFORE  be  it 

RESOLVED,  That  this  Commission  requests  the  Board  of 
Supervisors  approval  to  contract  security  guard  services  for  the  Public 
Utilities  Commission  for  1989-90. 


lms/5905b 


/  hereby  certify  that  the  foregoing  resoluHor.  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of   SEPTEMBER  1  2 


R  I  21980  

Secretary,  Public  Utilities  Comm0ksio 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FBANCISCO 

RESOLUTION  No.  SS-03Q4 


WHEREAS    Our  contract  with  our  Suburban  Purchasers  provides  that  timP 

RESOLVED    That  this  Commission  authorizes  the  Acting  General  Manaaer  of  fhP 

e"r  :e^\"tiSes^'h:t':?ir^"'  T.^^'  wUh'thT  u  ur 

YeaHgafi  ft7^Mhf^^^  ^'^^^n^  ^^"^^"d  arbitration  for  Fiscal 

Oecember  18^  1989  Requirement  issues  from  September  18,  1989  ^o 


0155M-4  File 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  SEPTEMRFR  1  ^  ]Qag  f\   ^  1 1  V  


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CnV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na 

89-0305 


™tilit?p^  City  Attorney  has  recoimnended  to  the  Public 
Srofessionant^f'°"  services  of  a 

a^nalr^-  f^i^-^^^^^  Water^°Lf  ^o.er 

™?ic'uti?itLfc°"^^^'-^^  '^^^^  — ^ 

tance  of        ^     f  Commission,   requires  the  expert  assis- 

to  San  Fr^^.  ^°  compile  information  relating 

San  Fr  Jn-  "^""^^  ^^S'^"  the  development  of 

San  Francisco's  water  and  power  systems;  and 

""^hft^A  ^^^^^°'}  Research  Projects  of  Davis,  California 
has  been  evaluated  by  the  City  Attorney,  HetchHetchv 
Water  and  Power,  the  San  Francisco  Wate^  Department  and 

Qualif?pd''ff  ""^^^  Archivist  as  being  uniquely 
qualified  to  perform  an  historical  analysis  of  San 
Francisco's  water  and  power  systems;  and 

™^knnwlpH^''''?°".?^'f?''?5  Projects  has  specialized 

and  i^f^    J-n.  the  field  of  natural  resources  history 

o?  historical-  .on  proposal  for  the  performance 

whirh  ,  1?  ^"^""-"S  services  dated  June  16,  1988 

Ap'ri^?  20!  ?98l;^^d"^"'^'^  '°  '""^  ''''  ^"^-^^  - 

WHEREAS,  Jackson  Research  Projects  is  willing  to  provide 
historical  consulting  services  in  accordance  with  the 
agreement  entitled  ■■Agreement  Between  the  City  Attorney  ■  s 
and  Coun?v  of'/^'^p'^  Utilities  Commission  of^the  cltf 
for  Pro?eL?nnfr/''^"''^"'°  ^""^  Research  Projects 

of  fhP  u!f  i  Services  to  Conduct  an  Historical  Survey 

Sff.vf    H^\^S^  ^e"^''  Supply  Records  of  the  City  Atto^ey's 

Sa't'e^rDeJl^tment.^f  L"i^"  ^"'^  '^^^  ^"^^-^ 


iT.lfVA]'''  ^°  -  -  not  to 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  SEPTEMBFtf  1  g  iggg 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

Cmr  AND  COUNTV  OF  SAN  FRANCISCO 

RESOLUTION  No.  _Sit0306 


now,  therefore,  be  it  '^^"'^  night? 

RESOLVED,  That  the  members  of  the  San  Francisco  Pub!  iV 
Utilities  Commission  do  hereby  exDre^^?  th^lt^il^^^  Public 
appreciation  to  John  V.  HoprLrhl s  f  a i  ?hf  n  i  ^  ''^^  ^""^ 


at  its  meeting  of  SEPTEMBER  1  2  1989 


Secretary,  Public  Utilities  C< 


PUBLIC  UTILITIES  COMMISSION 

Crrv  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No. 


WHEREAS,    the   San   Francisco   Municipal  Railway  and  the 
Trl-County  Metropolitan  Transportation   District   of  Oregon  a 
public   entity,    desire   to  enter   Into  an  agreement    to  Jointly 
produce,    copyright   and   .arket   a   Back  Awareness   Video  Progra. 
for   the   benefit   of   their   respective   employees   and   others;  and 

WHEREAS,    cooperation   of   the   parties   In   the  production, 
copyrighting  and  marketing   of   such   Back  Awareness  Video 
Program  would   be  mutually   beneficial   to   the   parties;  and 

WHEREAS,  the  parties  are  authorized  by  the  laws  and 
regulations  governing  their  respective  organizations  to 
enter   into   such  agreement;    now  therefore   be  It 

RESOLVED,  that  the  San  Francisco  Municipal  Railway  is 
authorized  to  enter  into  an  agreement  with  the  Trl-County 
Metropolitan  Transportation  District  of  Oregon  jointly  to 
produce,    copyright  and  market   a  Back  Awareness   Video  Program. 


/  Hereby  oerHfy  that  the  foregoin,  resolution  u,as  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  SEPTEMBER  1  2  WflQ 


SecrelaryTPublic  UtTlitics  Cum 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUWTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  8!!j~0308 


WHEREAS,  Ihls  Commission  authorized  the  Asslst;,nf 
Finance  of  the  Public  Utllltlf..!  r^^u,i..i     \       Assistant  General  Manager  of 
623,500.00  of  UMTA.  Sectloi  6    Technic.!  A°    ?  ^""'^  ^"^P^'  ^^Vend 

Agreements  for  the 'purpose  of 'conduct  Jn^  a'ca      "^H^^f  ^  ^""^  Cooperative 
aesolutlon  Ko.  88-00^4^    No  loc^T^a^l^:  f^^L^L-e^e'uL^d'a'd""" 

to  enter^fn^°^™'.^:lL\^  ^Uh^trr^Mlrst^^i^^  'T'll'  "  ^^''"-"^ 

M:nti"a7R:ij:::  \\ti"  -"-^iopm^^;?-of^tL'5m^":t^°the°^ 

liuuiLj-paj.  railway,  total  payment  not  to  excepH  fc?  ^  snn  nn  ^ 

contract  ending  June  30,  1990.  exceea  l>-iJ,500.00  for  the  term  of  the 


/  Herety  certify  tkat  tke  foregoin,  resoluHon  .as  aaopte,  6y  tke  Public  Utilities  Commission 
at  its  meeUng  of  -—-—SEPTEMBEfiiOSS. 


Secretar^JTP^biu  Utilities  Co 


mmission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na  813''0309 


092  2K 


It  Its  meeting  of   oLP  I  EMBER  1  2  1989 


PUBLIC  UTILITIES  COMMISSION 

CHY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  8^)— 0310 


RESOLVED,  That  this  Commission  accepts  the  work 
performed  under  Municipal  Railway  Contract  No.  MR-622R,  Twin 
Peaks  Tunnel,  Electrification,  Structural  Repairs  and 
improvements,  by  the  contractor,  Abbett  Electric  Corporation, 
as  satisfactorily  completed,  and  approves  Contract  Modification 
NO.   7  in  the  credit  amount  of  $436,938.97,  and  requests  the 
controller  to  process  said  modification  without  execution  by 
the  contractor. 


/  Hereby  certify  ^Hat  tH.  for.,o„i.u.^        ,,,,,,,  ^^^^^^^  ^^^^^^^^^^ 

at  its  meeting  of  SEPTEMBER  1  2  ]%<\ 


■retary,  Public  Utilities  Commigsion  ii 

L 


PUBLIC  UTILITIES  COMMISSION 


CfTY  AND  COUNTY  OF  SAN  FRANCrSCO 


RESOLUTION  No.  O'^l^l. 


RESOLVED,  That  the  Public  Utilities  Commission  accepts  the  work 
performed  under  Professional  Services  Agreement  for  Engineering  Design  for 
the  Rehabilitation  and  Modernization  of  the  Geneva  Carbarn  Site  as 
completed;  approves  Debit  Contract  Modification  No.  6  in  the  amount  of 
$8,039.49  and  authorizes  final  payment  in  the  amount  of  $11,024.59  to  the 
Consultant,  Kaiser  Engineers/DMJM. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


SFPTEMBER  1  2  1989 


PUBLIC  UTILITIES  COMMISSION 

C(TY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na  031.2 


WHEREAS,  The  need  to  provide  detailed  design,  construction 
contract  specifications  and  construction  support  services  for  the  MUNI 
Metro  Extension  Project  has  been  determined  to  be  necessary;  and 

WHEREAS,  Consulting  engineering  services  are  required  to  complete 
this  work  due  to  the  unavailability  of  adequate  UEB  personnel  within 
the  required  time  period;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Manager, 
Utilities  Engineering  Bureau  to  request  proposals  from  qualified 
engineering  consulting  firms  to  provide  the  required  engineering 
services  for  the  MUNI  Metro  Extension  Project, 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  SEPTEMBER  1  2  1989 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTtL(  1  iLo  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na  H54""f^3X»^ 


RESOLVED,  That  this  Commission  hereby  approves  the 
terms  and  conditions  and  authorizes  the  execution  of  that  0.85 
acre  Lease  to  No.   1  NB  Partners  for  the  purpose  of  parking  and 
landscaping  as  set  forth  in  Lease  (Copy  of  which  Lease  is  on 
file  with  San  Francisco  Water  Department)  of  certain  real 
property  under  the  jurisdiction  of  San  Francisco  Water 
Department  Drawing  No.   B-4553  for  a  term  of  ten  (10)  years, 
commencing  January  1,    1990  and  terminating  on  December  31,  1999 
at  an  annual  rental  of  $12,000;  which  shall  be  adjusted  every 
succeeding  year  in  direct  proportion  to  any  percentage  change  in 
the  Cost  of  Living  Index  (Not  to  exceed  10%  per  year)  plus 
reimbursement  of  taxes  and  assessments  thereon. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    SEPTEMBER  1  2  1989  
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89-159 


Call  to  Order;     2:05  P.M. 


Present:     President  Rodel  E.  Rodis,  Commissioner  H.  Welton  Flynn, 
Commissioner  Gordon  Chin 

Commissioner  Arthur  V,  Toupin  arrived  at  2:10  P.M. 
Excused:     Vice  President  Sherri  Chiesa 


A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 


RESOLUTION 
NO. 

On  motion  of  Flynn,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0314      MR      Requesting  the  Controller  to  draw  warrant  in  payment 
of  claim  against  the  Municipal  Railway,  totaling 
$40,000. 

VOTE:     Ayes  -  Rodis,  Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0315      GM      Authorizing  the  General  Manager  of  Public  Utilities 
to  extend  the  Professional  Services  Contract  with  A. 
Lee  Knight,   through  March  1990,   in  the  amount  of 
$35,000,   for  the  Mission  Bay/Central  Waterfront 
transit  planning  activities. 

VOTE:     Ayes  -  Rodis,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the 
following  resolution  was  adopted: 

89-0316       GM      Approvin"  'he  lease  of  672  square  feet  of  office 

space  on  the  4th  floor  of  100  McAllister  Street,  on 
a  month-to-month  basis,  at  a  rental  of  $500  per 
month,   effective  October  6,    1989,   for  the  office  of 
Safety  and  Health  and  the  Manager,   Bureau  of  Claims 
and  Contracts;   and  authorizing  the  Director  of 
Property  and  the  General  Manager  of  Public  Utilities 
to  execute  a  lease  for  an  additional  893  square  feet 
at  a  rental  of  $1,000  per  month  on  a  month-to-month 
basis,   effective  upon  approval  of  the  Board  of 
Supervisors. 

VOTE:     Ayes  -  Rodis,  Flynn,  Toupin,  Chin 


89-160 


On  motion  of  Chin,  seconded  by  Toupin,  the  following 
resolution  was  adopted: 

89-0317      MR      Allowing  members  of  the  Armed  Forces  in  uniform  to 
ride  Municipal  Railway  vehicles  without  payment  of 
fares  during  Navy  Fleet  Week,  October  7  through 
October  11,  1989. 

VOTE:     Ayes  -  Rodis,   Flynn,  Toupin,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 


******** 


Public  Comments 

Mr.  David  Pilpel  inquired  about  the  gas  tax  which  was  approved  by 
the  voters  in  1980  and  not  implemented,  and  if  that  could  be 
investigated. 

Mr,  Pilpel  inquired  about  the  Municipal  Railway  providing 
additional  ballpark  service  for  the  World  Series.     He  assumed  an 
additional  deficit  would  be  incurred  and  asked  whether  a 
contingency  for  "special  events"  had  been  budgeted.     Mr.  Johnnie 
Stein,  Deputy  General  Manager,  Transportation,  Municipal  Railway, 
replied  that  it  had  not.     This  extra  service  had  not  been 
anticipated  and  the  Municipal  Railway  was  mandated  to  provide  the 
service . 

******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      2:23  P.M. 


ALBINA  ARIETTA 
Acting  Secretary 


89-161 


PUBLIC  UTILITIES  COMMISSION 

CnV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na    H'j^fk'j  14 

10-3-89 


RESOLVED,  That  on  recommendation  of  the  General  Manager  of  Public 
Utilities,  the  Manager,  Bureau  of  Claims  and  Contracts;  thereof  and  the  City 
Attorney,  this  Commission  approved  and  hereby  requests  the  Controller  to  allot 
funds  and  to  draw  warrants  against  such  funds  as  are  or  will  be  available  in 
payment  of  claims  against  the  Municipal  Railway, 

Accident  No.  Accident 
Claimant  &  Prayer  Type  Date  PI/PD  Settlement 

Litigated  Settlements 

ELEANOR  HANEY  87B0781-1  2-7        12-12-87        PI  $40,000.00 

ACD  Not  stated 


TOTAL  SETTLEMENTS:  $40,000.00 

(1) 

INDEX  632091  SUB-OBJECT  1450 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  OCTOBER       3  1989  


Albina  Arietta 


Acting   Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na 


WHEREAS.  The  Board  of  Supervisors  and  the  Mayor  by  Resolution  No.  345-85 
authorized  the  City  to  develop  plans,  effect  zoning  changes,  and  conduct 
environmental  and  related  studies  for  the  Central  Waterfront/Mission  Bay  Area, 
for  the  development  of  certain  lands  by  the  Santa  Fe  Pacific  Realty 
Corporation;  and 

WHEREAS.  The  San  Francisco  Public  Utilities  Commission  by  Resolutions 
86-0014,  88-0042  and  88-0418  authorized  consecutive  professional  services 
contracts  for  a  Planning  Manager  to  assist  the  Commission  in  formulating  a 
transit  improvement  program  for  Mission  Bay,  including  transit  advocacy  in  the 
real  estate  Development  Agreement;  and 

WHEREAS,  Unanticipated  delays  In  the  Mission  Bay  Project  have  resulted 
in  extending  the  City's  and  PUC's  planning  activities  Into  the  1990  calendar 
year;  and 

WHEREAS,  This  service  Is  necessary  to  ensure  an  effective  liaison 
between  the  PUC  and  real  estate  Interests  in  the  Central  Waterfront  Area  in 
developing  transit  implementation  plans.  Including  funding  strategies,  which 
offer  maximum  benefits  to  the  City;  NOW.  THEREFORE,  BE  IT 

RESOLVED,  That  the  Public  Utilities  Commission  authorizes  its  General 
Manager  to  extend  the  professional  services  contract  with  A.  Lee  Knight 
through  March  1990,  in  the  amount  $35,000  for  Mission  Bay/Central  Waterfront 
transit  planning  activities. 


6386R 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  OCTOBER       3  I999  


Albina  Arietta 
^^^^'^^     Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  Or^l  G 


WHEREAS,  The  expansion  of  the  Office  of  Safety  and  Health  and  new 
staffing  in  the  General  Manager's  Office  requires  that  the  Manager,  Bureau  of 
Claims  and  Contracts  and  the  Office  of  Safety  and  Health  move  to  new  and 
larger  office  space;  and 

WHEREAS,  Five  (5)  offices  totalling  1565  square  feet  are  available  or 
the  fourth  floor  of  100  McAllister  Street  for  a  total  rent  of  $1500  per  month 
including  all  utilities,  janitorial  service  and  2A-hour  security;  and 

WHEREAS,  The  Department  of  Real  Estate  has  negotiated  a 
month-to-month  lease  for  two  of  these  offices  for  the  immediate  temporary  use 
of  the  Office  of  Safety  and  Health  and  the  Manager,  Bureau  of  Claims  and 
Contracts;  and 

WHEREAS,  The  location  of  these  offices  is  close  to  Utilities 
Engineering  Bureau,  Department  of  Public  Health,  Water  and  Hetch  Hetchy 
administrative  offices  and  City  Hall,  and  within  easy  traveling  distance  of 
most  Water  and  Muni  facilities,  and  provides  secure  storage  for  valuable 
technical  equipment;  and 

WHEREAS,  Sufficient  funds  are  available  In  the  General  Manager's 
budget;  now,  therefore,  be  it 

RESOLVED,  That  the  lease  for  672  square  feet  of  office  space  on  the 
4th  floor  of  100  McAllister  Street,  on  a  month-to-month  basis  at  a  rental  of 
fcSOO  per  month  effective  October  6,  1989,  is  hereby  approved  by  the 
Commission,  and  be  it  further 

RESOLVED,  That  the  Director  of  Property  and  the  General  Manager  of 
Public  Utilities  are  hereby  authorized  to  execute  a  lease  for  an  additional 
893  square  feet  on  the  4th  floor  of  100  McAllister  Street,  at  a  rental  of 
$1000  per  month  on  a  month-to-month  basis,  effective  upon  approval  of  the 
Board  of  Supervisors  on  the  same  precise  terms  and  conditions  as  the  lease  for 
672  square  feet  herein  approved  with  the  inclusion  of  appropriate 
indemnification  provisions;  and  be  it  further 

RESOLVED,  That  the  Department  of  Real  Estate  is  authorized  and 
requested  to  prepare  all  appropriate  legislation  and  obtain  all  necessary 
approvals  of  the  Board  of  Supervisors  and  to  incorporate  the  two  leases  into 
one  lease  agreement  as  appropriate  and  necessary  for  those  approvals;  and  be 
it  further 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

OCTOBER  3-i98q  


Albina  Arietta 


Acting    Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CrrV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  ^^3] /7 

WHEREAS,  This  Commission  finds  and  deteirmlnes  that  San  Francisco  has  a 
tradition  of  extending  cordial  hospitality  to  members  of  the  Armed  Forces  on 
their  periodic  visits  to  this  City;  and 

WHEREAS,  A  substantial  number  of  ships  of  the  United  States  Navy  will 
visit  San  Francisco  during  the  period  of  October  7,  to  October  11,  1989;  and 

WHEREAS,  This  Commission  finds  that  providing  free  transportation  to 
members  of  the  Armed  Forces  In  uniform  during  the  forthcoming  visit  will 
assist  in  maintaining  a  high  state  of  morale  in  the  Armed  Forces;  and 

WHEREAS,  This  Commission  finds  that  a  high  state  of  morale  in  the 
Armed  Forces  serves  the  public  interest  and  promotes  patriotism  and  the 
general  welfare;  and 

WHEREAS,  This  Commission  finds  that  providing  free  transportation  to 
members  of  the  Armed  Forces  during  Navy  Fleet  Week  will  have  minimal  effect  on 
revenues;  now,  therefore,  be  it 

RESOLVED,  That  commencing  12:01  A.M.,  October  7,  1989  and  terminating 
at  11:59  P.M.,  October  11,  1989  members  of  the  Armed  Forces  in  uniform  may 
ride  Municipal  Railway  vehicles  without  payment  of  fare. 


00740/p30 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    OCTOBER      3  1989 


Albina  Arietta 


Acting    Secretary,  Public  Utilities  Commission 
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SECRETARY 


89-162 


Call  to  Order :     2:12  P.m. 


Present : 


Excused : 


President  Rodel  E.  Rodis,  Commissioner  H.  Welton  Flynn, 
Commissioner  Gordon  Chin 

Vice  President  Sherri  Chiesa,  Commissioner  Arthur  V. 
Toupin 


On  motion  of  Flynn,  seconded  by  Chin,   the  Minutes  of  the  regular 
meeting  of  September  12,   1989  were  approved . 

A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 

RESOLUTION 
NO. 

On  motion  of  Flynn,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0318       MR         Requesting  the  Controller  to  draw  warrants  in 

payment  of  claims  against   the  Municipal  Railway, 
totaling  $221,556.53. 

VOTE:     Ayes  -  Rodis,   Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0319      WD        Approving  collections  for  the  months  of  June,  July 
and  August  1989,  of  charges  for  damages  which  the 
San  Francisco  Water  Department  has  against 
miscellaneous  debtors  in  the  amount  of  $4,658,52. 


VOTE: 


Ayes  -  Rodis,   Flynn,  Chin 


89-0320 


BLHP 


On  motion  of  Flynn,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

Approving  collections  for   the  months  of  June,  July 
and  August  1989,   of  charges  for  damages  which  the 
Bureau  of  Light,   Heat  and  Power  has  against 
miscellaneous  debtors  in  the  amount  of  $109.00. 

VOTE:     Ayes  -  Rodis,   Flynn,  Chin 


89-163 


On  motion  of  Flynn,  seconded  by  Chin,  the 
resolution  was  adopted: 


Approving  the  plans  and  specifications  as  prepared 
and  recommended  by  staff,  and  authorizing  Bid  Call 
for  Municipal  Railway  Contract  No.  MR-1008,  Curtis 
Green  LRV  Center  -  Heating  and  Ventilation  System 
Modification  and  Rehabilitation. 

VOTE:     Ayes  -  Rodis,  Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

Accepting  the  work  performed  under  Municipal  Railway 
Contract  No.  MR-980-R,  Presidio  Division  -  shop  Door 
Rehabilitation,  as  satisfactorily  completed; 
approving  Contract  Modification  No.   1  in  the  credit 
amount  of  $3,632.92;  authorizing  an  extension  of  time 
for  unavoidable  delays  of  4  calendar  days;  and 
authorizing  final  payment  in  the  amount  of  $2,403.35 
to  Erbentraut  &  Summers,  Contractor. 

VOTE:     Ayes  -  Rodis,  Flynn,  Chin 


On  motion  of  Flynn,   seconded  by  Chin,   the  following 
resolution  was  adopted:. 

Accepting  the  work  performed  under  Municipal  Railway 
Contract  No.  MR-943-R  Woods  Division  -  Maintenance 
and  Car  Building  shop  Heating,  Ventilation  and  Air 
Conditioning  Modification,  as  satisfactorily 
completed;   approving  Contract  Modification  No.  2  in 
the  credit  amount  of  $2,156.15;  authorizing  an 
extension  of  time  for  unavoidable  delays  of  280 
calendar  days;  and  authorizing  final  payment  in  the 
amount  of  $26,569.60  to  Angotti  &  Reilly/T.E.  Joo, 
Joint  Venture,  Contractor. 

VOTE:     Ayes  -  Rodis,  Flynn,  Chin 


On  motion  of  Flynn,   seconded  by  Chin,   the  following 
resolution  was  adopted: 

Accepting  the  work  performed  under  San  Francisco 
Water  Department  Contract  No.  WD-1985,  Crystal 
Springs  and  San  Andreas  Reservoirs  -  Tower  and  Tunnel 
Lighting,   as  satisfactorily  completed;  approving 
Credit  Modification  No.   2  in  the  amount  of  $5,098.71; 
and  authorizing  final  payment  in  the  amount  of 
$42,010.67  to  Mayer/Amelco/McMillan/Monarch,  AJV, 
Contractor . 

VOTE:     Ayes  -  Rodis,  Flynn,  Chin 


89-164 


On  motion  of  Flynn,  seconded  by  Chin,   the  following 
resolution  was  adopted: 

Accepting  the  work  performed  under  San  Francisco 
Water  Department  Contract  No.  WD-1994,  8-Inch  Ductile 
Iron  Main  Installation  in  Bush  Street  between  Octavia 
Street  and  Mason  Street,  as  satisfactorily  completed; 
approving  Debit  Contract  Modification  No.  1  in  the 
amount  of  $50,607;  authorizing  an  extension  of  time 
for  unavoidable  delays  of  52  working  days;  and 
authorizing  final  payment  in  the  amount  of  $70,723  55 
to  P  &  J  utility  Company  and  Interlane  General 
Engineering,  AJV,  Contractor. 

VOTE:     Ayes  -  Rodis,   Flynn,  Chin 


On  motion  of  Flynn,   seconded  by  Chin,   the  following 
resolution  was  adopted: 

Approving  the  substitution  of  subcontractor,  Esquivel 
Grading  &  Paving,   Inc.  for  J  &  L  Paving  &  Seal 
Coating,   Inc.,   to  perform  restoration  of  pavement 
work  under  San  Francisco  Water  Department  Contract 
No.  WD-2018,   8-Inch  Ductile  Iron  Main  Installation  in 
Polk  Street  between  Ellis  and  Clay  Streets. 

VOTE:     Ayes  -  Rodis,   Flynn,  Chin 


On  motion  of  Flynn,   seconded  by  Chin,   the  following 
resolution  was  adopted: 

Designating  Tuesday,  November  14,   1989  at  2:00  p.m. 
in  Room  282,  City  Hall,  San  Francisco  as  the  date, 
time  and  place  for  a  public  hearing  to  consider 
adoption  of  rate  schedules  to  be  charged  by  the 
Public  Utilities  Commission  for  furnishing  Hetch 
Hetchy  power  to  municipal  departments  of  the  City  and 
County  of  San  Francisco  and  to  six  small  private 
customers , 

VOTE:     Ayes  -  Rodis,  Flynn,  Chin 


On  motion  of  Flynn,   seconded  by  Chin,   the  following 
resolution  was  adopted: 

Authorizing  the  recision  of  $10.5  million  of 
appropriated  capital  funds  in  Hetch  Hetchy  from 
completed  or  deferred  projects  to  balance  the  1988-89 
fiscal  year,   and  requesting  the  Controller  to 
consolidate  funds  for  existing  capital  projects. 

VOTE:     Ayes  -  Rodis,  Flynn,  Chin 


89-165 


On  motion  of  Flynn,  seconded  by  Chin,  the 
resolution  was  adopted: 


Awarding  Municipal  Railway  Contract  No.  MR-lOll-R, 
Presidio  Yard  -  Security  Fencing  and  Gates,   in  the 
amount  of  $197,000,  to  Interlane  and  P&J,  a  Joint 
Venture. 

VOTE:     Ayes  -  Rodis,   Flynn,  Chin 


On  motion  of  Chin,   seconded  by  Flynn,   the  following 
resolution  was  adopted: 

Approving  modifications  to  the  criteria  for  issuance 
of  the  Regional  Transit  Connection  Discount  Card  and 
requesting  the  Board  of  Supervisors  to  approve  the 
modifications. 

VOTE:     Ayes  -  Rodis,  Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chin,   the  following 
resolution  was  adopted: 

Authorizing  the  Municipal  Railway  to  issue  a  Request 
for  Proposals  for  Consulting  Engineering  Services  for 
Independent  Safety  Review  of  the  Advanced  Train 
Control  System. 

VOTE:     Ayes  -  Rodis,   Flynn,  Chin 


On  motion  of  Chin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Approving  permanent  loan  of  PCC  Streetcar  No.   1164  to 
the  Transport  Museum  Association  of  St.  Louis, 
Missour  i . 

VOTE:     Ayes  -  Rodis,   Flynn,  Chin 


On  motion  of  Chin,   seconded  by  Flynn,   the  following 
resolution  was  adopted; 

Authorizing  the  Manager  of  the  Utilities  Engineering 
Bureau  to  negotiate  and  execute  a  Professional 
Services  Contract  with  Dames  &  Moore  and 
Geo/Resources  Consultants,  a  joint  association,  for 
an  amount  not   to  exceed  $140, 000,   to  perform  a 
structural  analysis  of  Priest  Dam  in  Tuolumne  County. 

VOTE:     Ayes  -  Rodis,   Flynn,  Chin 


89-166 


on  motion  of  chin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Authorizing  the  Manager  of  the  Utilities  Engineering 
Bureau  to  negotiate  and  execute  a  Professional 
services  Contract  with  Wilson,  Ihrig  &  Associates, 
inc.,  for  an  amount  not  to  exceed  ^50,  000,   to  perforin 
a  Streetcar  Noise  and  Vibration  Study  on  Noe  Street 
between  16th  and  17th  Streets. 

VOTE:     Ayes  -  Rodis,  Flynn,  Chin 


on  motion  of  Chin,   seconded  by  Flynn,   the  following 
resolution  was  adopted: 

Authorizing  the  Manager  of  the  Utilities  Engineering 
Bureau  to  negotiate  and  execute  a  Professional 
Services  Agreement  with  Kramer,  Chin,  &  Mayo,   Inc  , 
for  an  amount  not  to  exceed  $74,000,   for  Value 
Engineering  Analyses  on  the  design  of  the  San  Andreas 
WTP  Expansion  to  180  MGD  Project. 

VOTE:     Ayes  -  Rodis,   Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chin,   the  following 
resolution  was  adopted: 

Authorizing  the  Assistant  General  Manager,  Finance  to 
apply  for,  accept  and  expend  ^50,000  from  the  U  S 
Department  of  Transportation  under  Section  8  of'the 
Urban  Mass  Transportation  Act,  as  amended,  for 
Municipal  Railway  Five-Year  planning  activities  in 
fiscal  year  1989-90. 

VOTE:     Ayes  -  Rodis,  Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chin,   the  following 
resolution  was  adopted: 

Authorizing  the  Bureau  of  Energy  Conservation  to 
negotiate  and  execute  a  Professional  Services 
Contract  with  Brown,  Vence  &  Associates,  Consultants, 
for  an  amount  of  $50,000,   to  provide  demand-side 
planning  services  for  the  City  and  County  of  San 
Francisco . 

VOTE:     Ayes  -  Rodis,   Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

Authorizing  the  Bureau  of  Energy  Conservation  to 
apply  for,   accept  and  expend  $45,000  in  grant  funds 
from  the  U.S.   Department  of  Energy  and  the  Urban 
Consortium,   to  continue  its  energy  management 
activies  as  part  of  the  Urban  Consortium  Energy  Task 
Force  Year  Eleven  Program. 

VOTE:     Ayes  -  Rodis,   Flynn,  Chin 
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Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 


******** 


Report  of  the  General  Manager 
Coastside  County  Water  District 

Mr.  Thomas  J,  Elzey,  General  Manager  of  Public  Utilities,  referred 
to  his  recent  communication  to  the  Commission  regarding  the  public 
hearings  held  by  the  Board  of  Supervisors  on  the  Coastside  County 
Water  District  pipeline  project  which  resulted  in  the  passage  of  two 
resolutions  by  the  Board.     He  asked  Mr.  Arthur  Jensen  to  give  a 
brief  synopsis  of  the  content  of  the  resolutions. 

Mr.  Arthur  Jensen,  Acting  General  Manager,  San  Francisco  Water 
Department,   gave  the  background  on  the  hearings  and  resolutions,  and 
described  the  proposed  Coastside  County  Water  District  Project  which 
consists  of  a  pumping  station  located  at  Crystal  Springs  Reservoir, 
a  pipeline  over  the  hill  for  their  service  area  at  Half  Moon  Bay, 
and  an  additional  pipeline  down  to  the  Coastside  Water  Treatment 
Plant.     The  project  is  to  be  built  and  operated  by  Coastside  at 
their  expense.     The  concerns  which  various  groups  brought  to 
Supervisor  Maher  related  to  environmental  issues  and  what  impact  the 
project  might  or  might  not  have  on  development  in  that  area. 

Mr.  Jensen  stated  that  the  first  resolution  urges  the  Mayor  to  urge 
the  Public  Utilities  Commission  to  qualify  approval  of  the  pipeline 
project  upon  the  conditions  that:     1)  Coastside  Water  District 
agrees  to  demonstrate  a  legitimate  need  for  any  future  expansion  of 
the  pumping  station,  2)   the  Water  Department  be  a  participant  in 
studies  of  future  needs,  and  3)   the  results  of  the  study  be 
presented  publicly  before  the  Commission.     The  second  resolution 
urges  the  Mayor  to  urge  the  Public  Utilities  Commission  to  conduct  a 
series  of  hearings  throughout  the  Water  Department's  service  area 
and,   in  cooperation  with  the  suburban  water  customers,  to  receive 
information  on  conservation,  wastewater  reclamation  and  groundwater 
practices.     The  second  resolution  also  asks  the  Commission  to 
undertake  a  cooperative  effort  with  its  suburban  customers  to 
develop  programs  for  conservation,   reclamation  and  groundwater,  and 
to  report  the  results  to  the  Board  within  18  months  of  enactment. 

Mr.   Jensen  stated  that  the  Bay  Area  Water  Users  would  be  involved  in 
the  hearings.     Commissioner  Flynn  inquired  as  to  what  effect  the 
project  would  have  on  the  existing  system?     Mr.  Jensen  replied  that 
the  Pilarcitos  supply  would  remain  intact.     Commissioner  Chin  asked 
Mr.  McDevitt  whether  the  suburban  users  had  a  written  position  on 
the  pipeline  issue.     Mr.  Ray  McDevitt,  attorney  for  Coastside, 
replied  that  he  didn't  believe  that  the  .Association  had,  that  the 
contract  with  Coastside  was  one  of  the  30  contracts  approved  by  the 
Public  utilities  Commission  and  the  Board  of  Supervisors  in  1984, 
and  that  the  use  of  San  Francisco  Water  by  Coastside  was  anticipated 
by  the  Commission  and  by  the  other  29  users.     He  said  some  of  the 
individual  cities  had  written  to  Supervisor  Maher  supporting  the 
project  and  he  felt  most  of  them  had  a  strong  position  one  way  or 
the  other,   and  that  Coastside  felt  very  strongly  that   the  project 
should  move  ahead. 
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1155  Market  Street 


Mr     Thomas  J     Elzey,  General  Manager  of  Public  Utilities,  reported 
that  negotiations  are  moving  ahead  on  the  acquisition  of  the 
building.     He  said  the  price  offered  was  being  considered  by  the 
sellers'   Board  of  Directors  and  if  accepted,  staff  would  qet  bark  t-n 
the  Commission  with  details.  wouia  gee  oack  to 


******** 


Resolution  No.  89-0330  -  Approving  modifications  to  the  criteria 
for  issuance  of  the  Regional  Transit  Connection  Discount  Card  and 
requesting  the  Board  of  Supervisors  to  approve  the  modifications. 

Mr.  Thomas  Rickert,  Manager,   Elderly  &  Handicapped  Programs, 
reported  that  a  public  hearing  on  the  proposed  changes  to  the 
Dfrt^nf%h^'^n'^^  was  held  by  the  Commission  on  June  13,  1989  as 
part  of  the  60-day  public  comment  period.     Testimony  from  many 
individuals  and  agency  representatives  was  heard.     Other  Bay  Area 
transit  agencies  who  are  members  of  the  Regional  Transit  Association 
held  similar  public  hearings.     Results  of  all  these  public  hearinqs 
were  assessed  by  the  Regional  Transit  Association  and  its  BoI?d  of 
Control.     The  Board  of  Control  has  recommended  that  the  various 
member  agencies  approve  two  of  the  three  modifications  which  were 
originally  presented  on  June  13.     The  two  modifications  are- 
1     expanding  the  list  of  professionals  who  can  certify  persons  as 
eligible  for  the  discount  card  to  include  podiatrists,  optometrists 
cardiologists,  clinical  psychologists  and  chi ropractors ;  anr  ' 
il  "^^^^ting  a  new  category  of  fare  discount  eligibility  entitled 
Chronic  Progressive  Debilitating  Disorders,  which  woild  primarily 
include  persons  with  AIDS,  progressive  and  uncontrollable  cancer 
and  advanced  connective  tissue  diseases.     This  change  would  Validate 
our  current  practice  in  San  Francisco  of  issuing  this  discount  card 
to  all  persons  with  AIDS  and  would  assure  that  the  remainder  of  the 
Bay  Area  will  be  consistent  with  the  City's  long  established 

^  t  1  a 

Mr.  Rickert  stated  that  staff  does  not  anticipate  a  significant 
fiscal  impact  from  these  changes  and  that  if  approved  by  the 
Commission  and  the  Board  of  Supervisors,  the  changes  would  be 
implemented  by  the  Regional  Transit  Association  upon  their 
ratification  by  the  different  boards  of  the  member  transit  agencies. 

On  motion  of  Commissioner  Chin,  seconded  by  Commissioner  Flynn, 
Resolution  No.  89-0330  was  adopted. 


******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      3:00  P.M. 


ROMAINE  A.  BOLDRIDGE 
Secretary 
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PUBLIC  UTILITIES  COM  MISSION 

CfTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. . 


10-10-89 


PubHr  Iir^wf  ;w     M  °"  recomn,endation  of  the  General  Manager  of 

l^A  It     r<l     I     '  Manager,  Bureau  of  Claims  and  Contracts;  thereof 

and  the  City  Attorney,  This  Commission  approved  and  hereby  requests  the 

or  will  be  available  in  payment  of  claims  against  the  Municipal  Railway. 


Claimant 

Non-litigated  Settlements 
None 

Litigated  Settlements 
JAMES  WALSH 

SEISHI  SAM  KAWAHARA 


Accident  No. 
&  Prayer 


ALAN  SIEGEL  & 
ANGLEA  KOTENKO 


Judgment 
MARIO  RUBINO 

CANDELARIA  MONTECELO 


85B1420-1 
$2,000,000.00 

86B0510-1 
$  350,000.00 

86B0538-1 
86B0538-2 
$  100,000.00 


87B5121-1 

$  32.588.71 

87T0748-1 

$  32,467.82 


Accident 
Date 


PI/PD  Settlement 


15-3  4-27-86 


PI 


32-1      10-20-86  PI 


1-3  10-26-86  PI&PD 
1-3      10-26-86  PI&PD 


11-9      12-18-87  PI 


12-1       12-29-85  PI 


50,000.00 
50,000.00 


48.500.00 
8,000.00 


32,588.71* 
32,467.82* 


TOTAL  SETTLEMENTS:  $     221  556  53 

(5) 

INDEX  632091  SUB-OBJECT  1450 


*Plus  10%  interest  to  be  included 


/  hereby  certify  that  th.  forc^nin^  resolution  u-as  adopted  by  the  Public  Utilities  CommissLn 
at  its  meeting  of   OCTQBLR     1  Q  |9flft  ^      /\    ^  £ 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUMY  OF  SAN  FRANCISCO 


RESOLUTION  No.     M'^— 031^^ 


RESOLVED,  That  this  Commission  hereby  approves  collections 
for  the  months  of  June.  July  and  August  1989,  of  charges  for  damages 
against  miscellaneous  debtors,  San  Francisco  Water  Department,  in  the 
amount  of  $4,658.52. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utiiities  Commission 
at  its  meeting  of  

OCTOBER   10  1989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

OTV  AND  COUMTY  OF  SAN  FHANCISCO 

RESOLUTION  Na     ^'J— ^'K3i^*0 


RESOLVED,  That  this  Commission  hereby  approves  collections 

for  the  months  of  June,  July  and  August  1989,  of  charges  for  damages 

against  miscellaneous  debtors,  Bureau  of  Light,  Heat  and  Power,  in 
the  amount  of  $109.00. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    ^^'QBLR    10  1989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CnV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na  SU^O^l^X, 


WHEREAS,   Under  Municipal  Railway  Contract  No.   MR-1008  the  modification  and 
rehabilitation  of  the  heating  and  ventilation  system  at  the  Curtis  Green 
Center  Shops  is  to  be  performed;  and 

WHEREAS,  Funds  in  the  amount  of  $362,089.00  are  available  for  this  work  in 
Fund  Group  31-282,  Project  603/01  and  in  Fund  Group  31-103,  Project  605/01 
in  the  amount  of  $88,603.00     now,    therefore  be  it 

RESOLVED,    That  this  Commission  approves  the  plans  and  specifications  as 
prepared  and  recommended  by  staff,   and  hereby  authorizes  Bid  Call  as 
follows : 

Municipal  Railway  Contract  No.   MR- 1008  Curtis  Green  LRV 
Center  -  Heating  and  Ventilation  System  Modification  and 
Rehabilitation 
and  be  it  further 


RESOLVED,  That  in  accordance  with  the  provisions  of  Class  II  of  the 
Guidelines  for  Categorical  Exemptions,  this  project  qualifies  for  a 
categorical  exemption . 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTrON  No.  Si)'~03kl2 


RESOLVED,   That  this  Commission  accepts  the  work  performed  under  Municipal 
Railway  Contract  No.   MR-980-R  Presidio  Division:    Shop  Door  Rehabilitation, 
which  is  funded  under  Fund  Group  31-189  Index  Code  708545,  Account  No. 
920141,  as  satisfactorily  completed;   approves  Contract  Modification  No.  1 
in  the  credit  amount  of   ($3,632.92);   authorizes  an  extension  of  time  for 
unavoidable  delays  of  4  calendar  days;  and  authorizes  final  payment  in  the 
amount  of  $2,403.35,   to  the  Contractor,  Erbentraut  &  Summers,  696 
Pennsylvania  Avenue,   San  Francisco,  CA  94107. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    OCTOBLR    1  Q  1389 


Secretary.  Public  UtilitiesCommission 


PUBLIC  UTILITIES  COMMISSION 

CTTV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  83-0323 


RESOLVED,   That  this  Commission  accepts  the  work  performed  under  Municipal 
Railway  Contract  No.   MR-943-R  Woods  Division  -  Maintenance  and  Car  Building 
Shop,   Heating,   Ventilation  and  Air  Conditioning  Modification,   which  is 
funded  under  31-001  Index  713750,   Account  No.   739479,    as  satisfactorily 
completed;   approves  Contract  Modification  No.   2  in  the  credit  amount  of 
$(2,156.15);   authorizes  an  extension  of  time  for  unavoidable  delays  of  280 
calendar  days;   and  authorizes  final  payment  in  the  amount  of  $26,569.60,  to 
the  Contractor,   Angotti  &  Reilly/T.E.   Joo,   Joint  Venture  323  Fremont 
Street,   San  Francisco,   CA  94105-2369. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

 OCTOBER  1  Q  1989   

Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUP*TY  OF  SAN  FRANCISCO 


RESOLUTION  No.  H^i—(}'V2.'% 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  the 
San  Francisco  Water  Department  Contract  No.  WD-1985,  Crystal  Springs  and  San 
Andreas  Reservoirs  -  Tower  and  Tunnel  Lighting,  as  satisfactorily  completed; 
approves  Credit  Modification  No.  2  in  the  amount  of  $5,098.71  and  authorizes 
final  payment  in  the  amount  of  $42,010.67  to  the  Contractor,  Mayer/Amel co/ 
McMillan/Monarch,  AJV. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  OCTOBER     1  0J989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCrSCO 


RESOLUTION  No.  H^^^^^'^^^'^ 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  San 
Francisco  Water  Department  Contract  No.  WD-1994;  8-Inch  Ductile  Iron  Main 
Installation  in  Bush  Street  between  Octavia  Street  and  Mason  Street,  as 
satisfactorily  completed;  approves  Debit  Contract  Modification  No.  1  in  the 
amount  of  $50,607.00;  authorizes  an  extension  of  time  for  unavoidable  delays 
of  52  working  days;  and  authorizes  final  payment  in  the  amount  of  $70,723.55 
to  the  Contractor,  P  &  J  Utility  Company  and  Interlane  General  Engineering, 
AJV. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    OCTOBER    10  1989 


Secretary,  Public  Utilities  (  ommissi 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  ^-J""0326 


WHEREAS,  on  June  13,  1989.  the  Public  Utilities  Commission  awarded 
San  Francisco  Water  Department  Contract  No.  WD-2018,  8-Inch  Ductile  Iron 
Main  Installation  in  Polk  Street  between  Ellis  and  Clay  Streets  to  Berrios 
Construction  Company,  Inc.,  1331  Evans  Avenue,  San  Francisco,  California 
94124;  and 

11  inon^^u"^^^^'  Berrios  Construction  Company,  Inc.,  by  letter  dated  August 
il,  1989,  has  requested  substitution  of  subcontractor  Esquivel  Grading  & 
Paving,  Inc.  for  J  &  L  Paving  &  Seal  Coating,  Inc.,  to  perform  restoration 
ot  pavement  work  in  the  contract;  and 

WHEREAS,  J  &  L  Paving  and  Seal  Coating,  Inc.  has  requested  to  be 
released  as  a  subcontractor  due  to  their  inability  to  perform  the  work;  and 

WHEREAS,  Utilities    Engineering  Bureau    staff  has    established  that 
Esquivel  Grading  &    Paving,  Inc.  is    a  qual if ied  paving    contractor  who  can 
perform  the  work    within  schedule  and    at  no  additional    cost  and  that  such 
substitution  of  subcontractor    is  in    the  best    interest  of    the  Citv  now 
therefore,  be  it  j,  ^jr,, 

RESOLVED,  That  the  Commission  hereby  authorizes  and  approves  the 
substitution  of  subcontractor,  Esquivel  Grading  &  Paving,  Inc.  for  J  &  L 
Paving  &  Seal  Coating,  Inc.,  to  perform  restoration  of  pavement  work  under 
San  Francisco  Water  Department  Contract  No.  WD-2018,  8-Inch  Ductile  Iron 
Main  Installation  in  Polk  Street  between  Ellis  and  Clay  Streets 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  OCTOBER    1  f)  iqfiq 


Secretary,  Public  Utilities  Commidion 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTrON  Na  tiD^O^Allr 


RESOLVED,  That  a  public  hearing  be  conducted  at  the 
Public  Utilities  Commission  meeting  room,  282  City  Hall,  San 
Francisco,  California,  commencing  at  2 : 00  p.m.  on  Tuesday, 
November  14,  1989  to  consider  adoption  of  rate  schedules  to 
be  charged  by  the  Public  Utilities  Commission  for  furnishing 
Hetch  Hetchy  power  to  private  consumers  and  municipal 
departments  of  the  City  and  County  of  San  Francisco. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  

 OCTOBER  10  1989 


Secretary,  Public  Utilities  Commmsioi 


PUBLIC  UTILITIES  COMMISSION 

cm  AND  COUNTY  OF  SAN  FRANCISCO 
RESOLUTION  No.  b?j""0328 


WHEREAS,  The  1989/90  drought  conditions  resulted  in  a  significant  drop  in  Hatch 
Hetchy  sale  of  power  revenue;  and 

WHEREAS.  In  anticipation  of  a  possible  revenue  shortfall  the  department 
deferred  capital  projects  and  identified  projects  with  excess  funds;  and 

WHEREAS.  As  part  of  the  deobligation  review  process  the  department  also 
identified  existing  projects  to  consolidate;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  authorizes  the  recision  of  $10.5  million  of 
appropriated  capital  funds  in  Hetch  Hetchy;  and,  be  it  further 

RESOLVED,  That  this  Commission  authorizes  and  requests  the  Controller  to 
consolidate  funds  for  existing  capital  projects  listed  in  Attachment  A. 


5318a 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  OCTOBER     1  Q  ]9{ 


]9a^   

Secretary,  Public  Utilities  Commission  ' 


PUBLIC  UTILITIES  COIVIMIb;:,iuiM 

CfTY  AND  COUNTY  OF  SAN  FRANCtSCO 

RESOLUTION  No. . 


WHEREAS,   The  work  specified  under  Municipal  Railway  Contract  No.  MR-1011- 

Presidio  Yard  -  Security  Fencing  and  Gates  is  to  be  funded  under  an  Urban 

Mass  Transportation  Administration  Grant,   number  CA-90-0037,    FMS  Account 
No.   915541 ;  and 


WHEREAS,  Four  bids  for  this  work  were  received  and  opened  publicly 
September  11,   1989;   now  therefore  be  it 


RESOLVED,   That  this  Commission  hereby  awards  the  work  as  specified  under 
Municipal  Railway  Contract  No.   MR-lOll-R,   Presidio  Yard  -  Security  Fenci: 
and  Gates  in  the  amount  of  $197,000.00  to  Interlane  and  P&J,   a  Joint 
Venture,    5739  Mission  Street,   San  Francisco,   CA  94112  as  the  lowest 
responsive  and  qualified  bidder  and  rejects  all  other  bids  for  the  work. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of     OCTOBER    1  0  1989 


Secretary,  Public  Utilities  Commi^ion 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCiSCO 


RESOLUTION  No 


WHEREAS,  The  Regional  Transit  Association  has  recommended  modifi- 
cations for  the  issuance  of  the  Regional  Transit  Connection  Discount 
Card;  and 

WHEREAS,  The  San  Francisco  Kunicipal  Railway  is  a  member  of  the 
Regional  Transit  Association;  and 

WHEREAS,  This  Commission  has  conducted  a  public  hearing  at  which 
testimony  was  received  concerning  the  proposed  adoption  of  modifi- 
cations to  the  Regional  Transit  Connection  Discount  Card  Program;  and 

WHEREAS,  The  proposed  modifications  would  change  the  conditions 
for  receiving  Regional  Transit  Connection  Discount  Cards  by  making 
them  available  to  some  classes  of  persons  who  were  not  previously 
eligible  to  receive  a  discount  card; 

NOW  THEREFORE  BE  IT  RESOLVED,   That  pursuant  to  a  notice  of  intention 
to  consider  modifications  to  the  issuance  criteria  for  the  Regional 
Transit  Connection  Discount  Card  Program  heretofore  published  as 
required  by  Section  3.598  of  the  Charter  of  the  City  and  County  of 
San  Francisco,  and  after  a  public  hearing  held  pursuant  to  the 
aforesaid  notice,   the  following  modifications  to  the  issuance 
criteria  for  the  Regional  Transit  Connection  Discount  Card  are  hereby 
adopted,   subject  to  implementation  by  the  Regional  Transit  Association: 

1.  Approve  the  expansion  of  the  list  of  professionals  who  can 
certify  persons  as  eligible  for  the  Discount  Card  Program 
to  include: 

a.  Podiatrists    (for  Section  1,   2,   3,   and  4  disabilities 
involving  the  feet) ; 

b.  Optometrists   (for  Section  9  disability); 

c.  Audiologists    (for  Section  10  disability); 

d.  Clinical  Psychologists   (for  Section  17  disability);  and 

e.  Chiropractors   (for  Section  1,   2,   3,   4  and  5  disabilities). 

2.  Approve  a  new  category  of  fare-discount  eligibility  entitled 
"Chronic  Progressive  Debilitating  Disorders." 

Individuals  who  experience  chronic  and  progressive  debilitating 
diseases  that  are  characterized  by  consitiutional  symptoms  such 
as  fatigue,  weakness,  weight  loss,  pain  and  changes  in  mental 
status  that,   taken  together,   interfere  in  the  activities  of 
daily  living  and  significantly  impair  mobility.     Examples  of 
such  disorders  include: 

1.     Progressive  and  uncontrollable  malignancies  (i.e., 
terminal  malignancies  or  malignancies  being  treated 
with  aggressive  radiation  or  chemotherapy. 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No 


813-0330 


2.  Advanced  connective  tissue  diseases    (i.e.,  advanced 
stages  of  disseminated  lupus  erythematosus,  scleroderma, 
or  polyarteritis  nodosa) . 

3.  Symptomatic  HIV  infection   (i.e.,  AIDS  or  ARC)    in  CDC-defined 
Clinical  Group  IV,   Subgroups  A-E. 

AND  BE  IT  FURTHER  RESOLVED,   That  this  Commission  requests  the  Board 
of  Supervisors  to  approve  the  proposed  modifications. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of 

OCTOBtR  10  1989 

Secretary,  Public  Utilities  Commiss^n 


PUBLIC  UTILITIES  COMMISSION 

OTV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No,  _ 


WHEREAS.  The  Municipal  Railway  will  Install  a  new 
Advanced  Ttain  Control  Systojm  (ATCS)  to  control  Light  Rail 
Vehicles  through  the  existing  subway  system  and  the  proposed 
underground  turnback  facility  beyond  the  Embarcadero  Station- 
and 


WHEREAS,  The  ongoing  consulting  engineering  contract 
for  ATCS  procurement  and  acceptance  makes  reference  to  the 
services  of  an  independent  consultant  to  carry  out  the  safety 
assurance  function  within  the  ATCS  procurement;  and 

WHEREAS,  Funds  are  budgeted  for  this  activity  in 
Project  717-01;   now  therefore,    be  it 

RESOLVED,  That  the  Municipal  Rai Iway  is  authorized  to 
issue  a  "Request  for  Proposals"  for  Consulting  Engineering 
Services  for  Independent  Safety  Review  of  the  Advanced  Train 
Control  System. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    OCTOBER    1  Q  I98q 


Secretary,  Public  Utilities  Commi^ion 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.    glj— H.'^IZ 


WHEREAS,   Municipal  Railway  PCC  Streetcar  No.  1164 
was  previously  loaned  to  The  Wisconsin  Electric 
Railway  Historical  Society,   Inc.;  and 

WHEREAS,   The  Wisconsin  Electric  Railway  Historical 
Society  wishes  to  dispose  of  Streetcar  No.    1164;  and 

WHEREAS,   The  Transport  Museum  Association  of  St 
Louis,   Missouri  (hereafter  Museum),    is  willing  to 
transport  Streetcar  No.    1164  to  its  location  at  no 
cost  to  Commission;  and 

WHEREAS,   Museum  is  desirous  of  taking  possession 
of  Streetcar  No.    1164  to  be  used  to  represent  the 
Municipal  Railway  and  for  educational  purposes;  and 

WHEREAS,    It  is  in  the  public  interest  to  have  the 
Municipal  Railway  so  represented;   now  therefore,   be  it 

RESOLVED,   PCC  Streetcar  No.   1164  is  hereby  loaned 
to  Museum  for  educational  purposes,   either  as  a 
display  or  for  use  as  an  operating  vehicle;   and,   be  it 

FURTHER  RESOLVED,   Museum  agrees  that  it  will,  at 
its  sole  cost  and  expense,    remove  the  streetcar  from 
the  premises  of  The  Wisconsin  Electric  Railway 
Historical  Society  in  Waukesha,   Wisconsin,  and 
transport  it  to  its  intended  place  of  use;   and,   be  it 

FURTHER  RESOLVED,   The  term  for  which  the  said 
streetcar  is  loaned  is  indefinite,   provided,  however, 
the  term  of  the  loan  shall  expire  90  days  after  written 
notice  to  Museum  from  Commission;   and,   be  it 

FURTHER  RESOLVED,   While  said  streetcar  is  being 
used  under  the  auspices  of  Museum  it  shall  bear  a 
placard  stating  that  the  said  streetcar  is  the 
property  of  the  City  and  County  of  San  Francisco 
Municipal  Railway  and  is  on  loan  to  Museum;   and,   be  it 

FURTHER  RESOLVED,    Museum  agrees  to  hold  the  City 
and  County  of  San  Francisco,   its  Commission,  officers, 
employees,   and  agents,   harmless  from  any  and  all  claims 
or  liability  by  reason  of  the  operation,   maintenance  or 
control  of  said  streetcar  while  in  possession  of 
Museum. 

SC#1164 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
t  its  meeting  of    OCTOBER    1  Q  1989 


Secretary,  Public  Utilities  CommisAon 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUrm  OF  SAN  FRANCISCO 

RESOLUTION  Na  b^J^OGGS 


WHEREAS,  This  Commission  by  Resolution  No.  89-0245 
authorized  the  Manager  of  the  Utilities  Engineering  Bureau  to 
negotiate  and  execute  a  detailed  scope  of  work  and  an  appropriate 
fee  for  a  professional  services  contract  with  Converse 
Consultants  and  Manna  Consultants,  a  joint  association,  for  an 
amount  not  to  exceed  $140,000;  and 

WHEREAS,  The  principal  and  key  staff  members  of  Converse 
Consultants  have  resigned;  and 

WHEREAS,  Converse/Manna  Consultants  no  longer  is  qualified 
to  perform  the  work  without  the  key  staff  members;  and 

WHEREAS,  The  next  qualified  consultant  is  Dames  &  Moore  and 
GeoResources  Consultants;  now  therefore  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Manager 
of  the  Utilities  Engineering  Bureau  to  negotiate  and  execute  a 
detailed  scope  of  work  and  appropriate  fee  for  a  professional 
services  contract  with  Dames  &  Moore  and  Geo/Resources 
Consultants,  a  joint  association,  for  an  amount  not  to  exceed 
$140,000  to  perform  a  structural  analysis  of  Priest  Dam  in 
Tuolumne  County. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    OCTOBER    ]0  198q 


Secretary,  Public  Utilities  Commis/on 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUtfTf  OF  SAN  FRANCISCO 

RESOLUTrON  No.  _  89-0334 


WHEREAS,  This  Commission  by  its  Resolution  No.  89-0202    authorized  thp 
theltud?!  and  '  Engineering  Bureau  to  solicit  for  proposals  tr  p:rf^o: 

vibration  s^udyf  ^nj"  '° 

WHEREAS,    After    a    thorough    evaluation    of    all    qualifications  and 
proposals  of    the    twoqual if ied    firms,    the    recommendation  is    made    ?hat  an 
agreement  be  entered    into  with  the    f irm  of  Wi 1  son ,    Ihrig  &  Associates  Inc 
now,  therefore  be  it  ' 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Manager  of  the 
Utilities  Engineering  Bureau  to  negotiate  and  execute  a  professional  services 
$5S'Soo!'        Wilson,  Ihrig    &  Associates,    Inc.  for    an  amount    not  to  exceld 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    OCTOBER  1QJ989 


Secretary,  Public  Utilities  Commissi 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 

HESOLUTtON  Na  S?J"*0335 


i«Dn    "^5u      •  Commission  by  its  Resolution  No,  89-0222  adopted  June  27 

1989  authorized  the  Utilities  Engineerng  Bureau  to  request  proposals  from 
consultants  to  provide  Value  Engineering  Analyses  on  the  design  of  the  San 
Andreas  Water  Treatment  Plant  Expansion  to  180  MGD  Project;  and 

WHEREAS,  After  thorough  evaluation  of  all  proposals  and  oral  interviews 
the  Selection  Committee  recommended  the  employment  of  Kramer,  Chin    &  Mavo' 
Inc,  and  to  provide  the  required  professional  services;  now,  be  it  therefore  ' 

.  '^^^^   ^t^i's    Commisson    hereby    authorizes    the    Manager   of  the 

Utilities  Engineering  Bureau  to  negotiate  and  execute  a  professional  services 
agreement  with  Kramer.  Chin.  &  Mayo.  Inc.  for  an  amount  not  to  exceed  $74  000 

^^Q^  Mrn  D^'"^^'''"^  Analyses  on  the  design  of  the  San  Andreas  WTP  Expansion 
to  loU  MbU  Project. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commi 
at  its  meeting  of  OCTQBFR    ]  Q  ]%i 


Secretary.  Public  Utilities  Com mismon 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUtm  OF  SAN  FRANCISCO 


RESOLUTION  No.  _8IJ~0336 


HHEREAS,  The  U.S^  Department  of  Transportation  under  Section  8  of  the  Urban 
Mass  Transportation  Act  of  1964.  as  amended,  makes  funds  available  for  urban 
transportation  planning;  and 

WHEREAS.  Each  year  the  Urban  Mass  Transportation  Administration  requires 
transit  operators  to  prepare  a  comprehensive  five-year  service,  organization  and 
financial  plan  in  order  to  be  eligible  for  federal  capital  and  operating 
assistance;  and 

HHEREAS,  The  Public  Utilities  Commission.  City  and  County  of  San  Francisco 
empoys  extra  staff  and  incurs  extra  overhead  and  printing  expenses  to  car  y  out 
these  planning  activities;  now,  THEREFORE  be  i t 

RESOLVED.  That  the  Assistant  General  Manager.  Finance,  is  authorized  to 
apply  for    accept    and  expend  $50,000  from  the  U.S.  Department  of  Transportation 
under  Section  8  of  the  Urban  Mass  Transportation  Act.  as  amended,  for  M^nici^^^^^ 
Railway  Five-Year  planning  activities  in  fiscal  year  1989-90;  and  be  it  FURTHER 

RESOLVED,  That  the  Assistant  General  Manager.  Finance,  is  authorized  to 
furnish  whatever  additional  information  is  required  by  the  funding  agencies  in 
connection  with  this  request.  y    y  m 


0B92M 


/  hereby  certify  that  the  foregoing  resoluHon  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  OCTOBER     1  f)  1QQQ 


Secretary, 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na  0337 


WHEREAS,  by  Resolution  No.   89-0176,   adopted  May  23 
1989,   the  Public  Utilities  Commission  authorized  the  Bureau'of 
Energy  Conservation  to  circulate  a  Request   for  Proposals  for  a 
consultant  to  assist  in  the  development  of  a  demand-side 
planning  program  for  the  City's  load  forecasting  methodology. 

WHEREAS,   the  work,   which  will  cost  $50,000  and  for 

which  funds  have  been  carried  forward  from  FY  88/89  and  are  now 

available  in  the  Bureau's  FY  1989/90  budget,    is  part  of  a 
Citywide  energy  management  program;  and 

WHEREAS,   the  Bureau  of  Energy  Conservation  has 
recommended  three  professional  consulting  firms  considered  to 
be  qualified  to  perform  this  work;  and 

WHEREAS,   the  Selection  Committee  has  determined  that 
Brown,  Vence  &  Associates  is  the  most  qualified  of  the  firms  to 
perform  the  work,   now,   THEREFORE,  be  it 

RESOLVED,   that  this  Commission  hereby  authorizes  the 
General  Manager  to  select  Brown,   Vence  &  Associates  as  the 
consultant  for  the  work,   and  to  execute  a  professional  service 
contract , 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    OCTOBER    1  0  1989 


Secretary,  Public  Utilities  Conunmsion 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na .  89-0338 


WHEREAS,    the  U.S.    Department  of  Energy,    under  a 
proposal   of   the  Energy  Task   Force  of   the  Urban  Consortium  (the 
Consortium  comprises   the  45   largest   cities  and  urban  counties 
in   the  United  States),   has   made  available   funds   for  Energy 
Management  programs   for   large  urban  governments,    and  San 
Francisco  has  been  a  continuing  participant  in  Consortium  work- 
and 


WHEREAS,    the   Doard  of  Supervi  sors  has  previously 
authorized  both   the  Mayor's  Office  and   the  Bureau  of  Energy 
Conservation   to  apply   for,    accept  and  expend   funds   from  the 
Urban  Consortium   for  energy  management   activities   in  the 
commercial  and   residential   sectors    (File   #68-81-24,  Res, 
#675-81,    and   #68-82-12,    Res.    #881-82,    and   #68-84-19,  Res. 
#778-84,    #94-85-8,    Res.    #849-85,    and  File   #94-86-10,  Res. 
#967-86);    and  $94-87-9,    Res,    #39-88,    Res.    #990-88);  and 


WHEREAS,    the  City  has  prepared  and  approved  an  Energy 
Element   to   the  Comprehensive  Plan  of   the  City  and  County  of  San 
Francisco  which,    in  part,    calls   for  an  energy  management 
program   for   tlie  City's  commercial   and   residential   sectors;  and 


WHEREAS,    the   Bureau  of  Energy  Conservation   is  working 
as  a  partner,    togettier  with  the  Cities  of  San  Jose  and 
Portland,    Oregon  and   the  State  of  Washington,    in  a  cooperative 
effort   to  increase  the  City's  economic  health,    security  and 
environmental   quality  through   long   term  energy  planning;  now, 
THEREFORE,    be  it 


RESOLVED,    that   the   Bureau  of  Energy  Conservation  be 
authorized   to  apply  for,    accept,    and  expend  $45,000   in  grant 
funds   from  the  U.S.    Department   of  Energy  and   the  Urban 
Consortium   (through   its   fiscal   agent,    the  City  of  Chicago)  to 
continue   its  energy  management  activities  as  part  of   tlie  Urban 
Consortium  Energy  Task  Force  Year  Eleven   Program.     The  grant 
budget    includes   $45,000   for   salaries,    consultants  and  general 
opera  ti  ng  expenses . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  OCTOBER     1  Q  ]9fl(^ 


Secretary,  Public  Utilities  Commmsioi 


MINUTES 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Art  Agnos 
Mayor 

REGULAR  MEETING 
Room  282,   City  Hall 
2:00  P.M. 
October  24,  1989 

COMMISSIONERS 
Rodel  E.   Rodis,  President 
Sherri  Chiesa,  Vice  President 
H.  Welton  Flynn 
Arthur  V.  Toupin 
Gordon  Chin 


DEPARTMENTS 
Hetch  Hetchy  Project 
Municipal  Railway 
Water  Department 


BUREAUS 

Claims  and  Contracts 

Energy  Conservation 

Engineering  and 
Construction  Management 

Financial  Management 

Information  Systems 

Management  Efficiency 
and  Productivity 

Personnel  and  Training 


Thomas  J.  Elzey 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 

89-170 


Call  to  Order:     2:15  P.M. 


Present:     President  Rodel  E.  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  Arthur  V.  Toupin,  Commissioner  H,  Welton 
Flynn,  Commissioner  Gordon  Chin 


On  motion  of  Flynn,   seconded  by  Chin,   the  Minutes  of  the  special 
meeting  of  October  3,   1989  and  the  regular  meeting  of  October  10, 
1989  were  approved.  ' 


A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 


RESOLDTIGN 
NO. 


89-0339 


MR 


On  motion  of  Flynn,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Requesting  the  Controller  to  draw  warrants  in 
payment  of  claims  against  the  Municipal  Railway, 
totaling  $63,000.  ^' 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


on  motion  of  Flynn,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Approving  the  plans  and  specifications  as  prepared 
and  recommended  by  staff,   and  authorizing  Bid  Call 
for  Hetch  Hetchy  Water  and  Power  Contract  No. 
HH-810,  Kirkwood  Powerhouse  -  Static  Excitation 
Units  1  and  2. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


on  motion  of  Flynn,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Awarding  San  Francisco  Water  Department  Contract 
No.  WD-2020R,   8-Inch  Ductile  Iron  Main  Installation 
in  Francisco,   Chestnut,   Lombard  and  Other  Streets, 
in  the  net  amount  of  ^251, 890,   to  Ranger  Pipelines, 
Inc.  and  A.   Ruiz  Construction  &  Associates,   Inc.,  A 
Joint  Venture,  Contractor. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


89-171 


On  motion  of  Flynn,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Awarding  San  Francisco  Water  Department  Contract 
NO    WD-2022,  Sunol  Yard  Headquarters  -  Replace  Fuel 
4fl7  QQ?"'^/''?i'''^  Station,  in  the  amount  of 
187,995,  to  Stacy  and  Witbeck,  Inc./Rogers/Genner, 
A  Joint  Venture,  Contractor. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Accepting  the  work  performed  under  San  Francisco 
Water  Department  Contract  No.  WD-1996,  8-Inch 
Ductile  Iron  Main  Installation  in  Bush  Street 
between  Presidio  Avenue  and  Octavia  Street  as 
satisfactorily  completed;  approving  Debit  Contract 
Modification  No.  1  in  the  amount  of  $8,547-  and 
authorizing  final  payment  in  the  amount  of' 
$35,086.35  to  Uniacke  Construction,  Inc.  and 
Vickers  Concrete  Sawing,  A  Joint  Venture, 
Contractor . 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Flynn,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Accepting  the  work  performed  under  Municipal 
Railway  Contract  No.  MR-970,   Presidio  Facility  - 
Modification  to  Room  150,  as  satisfactorily 
completed;  approving  Contract  Modification  No     3  in 
the  debit  amount  of  $10,196;  authorizing  an 
extension  of  time  for  unavoidable  delays  of  76 
calendar  days;  and  authorizing  final  payment  in  the 
amount  of  $35,946  to  Angotti  &  Reilly/T.E.  Joo,  a 
Joint  Venture,  Contractor. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Approving  the  substitution  of  subcontractor, 
Shepard  steel  for  Mission  City  Rebar,   to  perform 
the  structural  steel  work  under  San  Francisco  Water 
Department  Contract  No.  WD-2027R,   Lower  Crystal 
Springs  Dam  Seismic  Upgrade. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


89-172 


on  motion  of  Flynn,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Confirming  that  an  emergency  condition  exists  at 
Calaveras  Reservoir  due  to  the  loss  of  water 
supplied  by  a  mountain  spring  for  domestic  and  fi 
protection  purposes;  and  in  accordance  with  the 
provisions  of  Section  6.30  of  the  Administrative 
Code,  requesting  the  Controller  to  transfer  funds 
in  the  amount  of  $23,750  to  provide  for  emergency 
repairs. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Approving  the  Non-Civil  Service  and  Temporary 
appointments  and  removals  as  indicated  on  the 
Temporary  Employment  Activity  Roster,   for  the  month 
of  September  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted; 

Approving  and  authorizing  the  General  Manager  of 
Public  Utilities  to  take  the  steps  necessary  to 
execute  the  "First  Amendment  to  Advertising  Transit 
Shelter  Agreement"  with  Gannett  Outdoor;  and 
commending  the  Agreement  to  the  Board  of 
Supervisors  and  Mayor  for  their  consideration  and 
approval  in  order  that  the  Lower  Market  street 
transit  shelter  program  may  be  implemented  in  the 
near  future. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Requesting  Board  of  Supervisors'   and  Mayor's 
approval  of  an  ordinance  amending  the  san  Francisco 
Administrative  Code  by  adding  Sections  10.117-89, 
10.117-90  and  10.117-91,  establishing  three  special 
funds:   The  Market  Street  Art  Maintenance  Fund,  The 
Market  Street  Art  Acquisition  Fund,   and  the  Youth 
Arts  Fund. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


89-173 


On  motion  of  Toupin,   seconded  by  Flynn,  the 
following  resolution  was  adopted: 

89-0350      MR        Authorizing  the  General  Manager  of  Public  Utilities 
to  amend  the  Professional  Services  Agreement  with 
Howard,  Rice,  Nemerovski,  Canady,  Robertson  &  Falk, 

^^^^^  years,  in  an  amount  not  to 
exceed  $83,974  in  fiscal  year  1989-90,  for  leqal 
counsel.  ^ 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0351      MR        Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  Municipal  Railway  supplemental 
appropriation  in  the  amount  of  $34,637  to  fund  the 
permanent  position  A903  Anti-Graffiti  Proqram 
Manager.  ^ 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0352      MR        Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  supplemental  appropriation  in  the 
amount  of  $67,187  to  add  one  new  position, 
temporary  salaries  and  related  expenses  to 
regularize  the  sale  of  the  one-day  and  three-day 
passports. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 


******** 


New  Business 
Emergency  Contracts 


Commissioner  Flynn  stated  he  was  concerned  about  the  participation 
of  minorities  m  emergency  contracts.     He  said  the  departments  must 
work  with  the  Contract  Compliance  Department  to  include  minority 
participation  m  emergency  contracts  from  the  inception  when 
putting  the  contracts  together. 


******** 
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Report  of  the  General  Manager 
October  17,   1989  Earthquake 

Mr.  Thomas  J.  Elzey,  General  Manager  of  Public  Utilities,  reported 
on  the  effect  of  the  earthquake.     In  his  comments,  he  stated  that 
one  of  the  biggest  problems  during  the  disaster  was  communication 
AS  the  phone  system  was  inoperable,   it  was  difficult  to  communicate 
among  staff  and  public  officials.     He  said  ways  of  improving 
communications  would  be  part  of  the  emergency  procedures  review 
that  staff  would  be  making  in  the  future. 

The  Municipal  Railway's  biggest  problem  was  loss  of  power, 
affecting  the  Metro,  trolley  buses  and  cable  cars.     The  Water 
Department  suffered  some  minor  breaks  in  the  system.     There  were  no 
major  problems  in  the  Hetch  Hetchy  system. 

Mr.  Elzey  said  staff  performed  admirably  in  many  ways  during  the 
crisis.     Employees  from  all  departments  were  there,  anxious  to  help 
and  willing  to  work,  above  and  beyond  the  call  of  duty. 

Mr.  Elzey  asked  Mr.  Arthur  Jensen,  Mr.  William  Stead  and  Mr.  Anson 
Moran  to  give  a  brief  synopsis  of  how  their  departments  were 
affected. 

Mr.  Arthur  Jensen,  Acting  General  Manager,   San  Francisco  Water 
Department  gave  a  report  on  the  Water  Department's  activities  after 
the  earthquake.     He  said  communication  was  an  issue  and  that 
donated  cellular  phones  were  an  important  part  of  the  emergency 
work.     Reservoirs  were  intact,  dams  were  secure,  water  was  flowing 
to  the  City  without  interruption  and  treatment  facilities  were 
secure.     There  were  numerous  main  breaks  but  none  were  major.  The 
majority  of  customers  had  water.     Mr.  Jensen  said  employees 
responded  to  duty  and  performed  tirelessly  around  the  clock. 

Mr.  William  stead,  General  Manager,   Municipal  Railway,  reported 
that  Muni's  response  to  the  crisis  was  a  tribute  to  the  courage, 
initiative  and  professionalism  of  all  their  employees.     lrV  crews 
evacuated  trains  in  dark  hot  tunnels,  operators  stayed  with  their 
darkened  vehicles  for  long  hours,  and  employees  helped  direct 
traffic  and  assisted  others  in  numerous  ways.     Loss  of  power 
affected  movement  of  Muni  vehicles  but  by  the  next  morning  76%  of 
Muni  vehicles  were  in  service. 

Mr.  Anson  Moran,  General  Manager,   Hetch  Hetchy  Water  and  Power, 
reported  that  there  were  no  major  problems.     it  was  established 
withm  an  hour  that  facilities  were  sound  and  the  source  of  water 
supply  was  secure.     Heavy  construction  equipment  was  assembled  for 
use  in  the  City  but  was  not  required.     He  said  the  area  with  the 
most  financial  exposure  was  street  lighting  in  the  Marina.  An 
assessment  of  the  damage  shows  as  much  as  ^650, 000  worth  of  rework 
and  repair  which  will  be  coordinated  with  the  work  being  done  by 
PG&E. 

Mr.   Edward  Harrington,  Assistant  General  Manager,   Finance,  reported 
that  he  coordinated  with  the  Metropolitan  Transportation  Commission 
(MTC)  on  regional  transit  issues.     He  said  the  Fast  Pass  for 
October  would  be  sold  at  a  price  of  $10  for   the  remainder  of  the 
month  in  order   to  encourage  people  to  use  public  transit;   also,  the 
November  Fast  Pass  will  be  valid  two  days  early  beginning  October 
JU.     In  addition  the  department  will  provide  600  Fast  Passes  and 
1000  tokens  to  the  Red  Cross. 


******** 
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Resolution  No     89-0348         Approving  and  authorizing  the  General 

°f  f'^^i^  Utilities  to  take  the  steps  necelsary  to  execute 
the  "First  Amendment  to  Advertising  Transit  Shelter  Aqreement"  w^hh 
Gannett  Outdoor;  and  commending  the  Agreement  to  the  loIrSof 
supervisors  and  Mayor  for  their  consideration  and  approval  in  order 
that  the  Lower  Market  Street  transit  shelter  program  may  be 
implemented  in  the  near  future.  ^ 

Mr     Douglas  Wright,  Deputy  Mayor  of  Transportation  and  Public 
works,  commented  on  the  Market  street  Transit  Shelter  and  Public 
Arts  Program      He  said  all  the  steps  necessary  to  put  this  program 
in  place  had  been  completed.  i^i- -jyi. ciin 

Mr.  Lewis  Lillian,  Project  Director,  Gannett,   introduced  Mr.  John 
Suarez  of  the  firm  of  Heller  and  Leake,  architects,  who  gave  a 
presentation  on  the  shelter  and  kiosk.     Mr.  Suarez  described  the 
design,  color,  and  specifications  of  the  shelter  which  would  be  16 
ft.  X  6  ft.   in  size,  also  the  3-sided  kiosk  which  would  have  two  ad 
panels  and  an  arts  program  panel. 

Mr.   Lillian  said  the  shelter  would  have  seating  for  9  people  and 
that  the  seats  were  similar  to  the  ones  now  being  used,  with  some 
improvements.  ' 

President  Rodis  asked  when  we  could  expect  to  see  the  shelters  on 
Market  street.  Mr.  Lillian  replied  that  installation  would  begin 
right  after  the  first  of  the  year. 

On  motion  of  Commissioner  Chiesa,  seconded  by  Commissioner  Toupin, 
Resolution  No.  89-0348  was  unanimously  adopted. 


******** 


Item  No.  13  —  Adopting  a  policy  for  the  Municipal  Railway 
fostering  a  drug-free  workplace  and  environment  for  employees  and 
M^e^°^^'         compliance  with  the  Department  of  Transportation,  Urban 
Mass  Transportation  Final  Rule   (49CFR  Part  653);   and  Item  No     14  -- 
Requesting  the  Mayor  to  recommend  to  the  Board  of  Supervisors  a 
t'^"i?i^?n/f'-^''^^  supplemental  appropriation  in  the  amount  of 
t)-:!,  444,  604   to  implement  a  drug-testing  and  employee 
education/training  program  by  December  21,  1989. 

Newkirk,  Director,  Labor  Relations,  Municipal  Railway, 
.1    M  K  Proposed  resolution  puts  in  place  a  policy  mandated 

by  the  urban  Mass  Transportation  Administration   (UMTA)  requiring 
all  transportation  systems  receiving  funds  from  UMTA  to  perform 
five  specific  tests:  pre-employment,  post-accident,  reasonable 
cause,   return  to  duty  and  randum.     He  said  staff  wrote  to  the 
unions  representing  employees  in  safety  sensitive  positions. 
Several  unions  responded,  a  meeting  date  was  established,  the  first 
TqIc^"^  "^^^u  ^  "^"it^er  of  crafts  unions  was  held  on  September  11, 
1989,   and  they  were  now  in  the  meet  and  confer  process  to  come  up 
with  an  agreed  upon  set  of  procedures  to  implement  the  UMTA  Rule. 

Mr.   Elzey  reported  that  the  resolution,  which  was  drafted  with  the 
assistance  of   the  City  Attorney's  office,   basically  reflects  the 
minimum  UMTA  guidelines  and  regulations.     Staff  has  been  meeting 
and  conferring,  most  recently  with  Transport  Workers  Union  Local 
250A  and  Local  200,   concerning  the  resolution  and  the  issue  of 
policy  and  procedures.     He  said  the  City  Attorney's  office  provided 
an  opinion  of  the  legality  of  the  UMTA  regulations  and  advised  to 
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Mr.  Elzey  stated  that  during  the  Memorandum  of  (Jnderstandinq  (MOtn 
negotiations,   this  issue  was  mentioned  but  it  was  decided  to  wa?h 
until  completion  of  the  MOQ  which  occurred  on  Ju!y  3"    At  tha? 
time  letters  and  requests  for  meetings  were  sent  to  ail  unions 
including  TWU  250A  and  200,  and  the  process  of  meeting  and  ' 
conferring  began.     Mr.  Elzey  stated  that  in  meeting  with  the  union, 
and  staff  to  talk  about  the  development  of  a  drug  pol  cy  and  dr^g 
procedures,  he  made  it  very  clear  that  his  office  and  his 
perspective  on  the  overall  issue  was  to  meet  and  confer  to  satisfy 
their  concerns  but  he  had  a  specific  concern  about  the  intearitv  of 
the  system     that  he  had  a  very  strong  personal  ethic  againltdL 
use,  and  that  he  didn't  think  it  is  a  type  of  activitv  t-h^r^=  k 
tolerated  in  a  public  transportation  system?     ^""''^^'^  ^^^^  t,e 

Commissioner  Toupin  said  he  agreed  with  Mr.  Elzey  with  regard  to 

t^!^'2^^^''^  °I  ^^^^"^"9  to  the  resolution!  he  felt 

that  although  the  City  Attorney  had  approved  it,   it  had 
inconsistencies  as  written. 

Mr     Newkirk  briefly  explained  the  specific  requirements  and  the 

'^"^  "^^^  transit  systems  in  the 

united  States,  are  required  to  have  in  place  by  December  21  a 
policy  and  program  to  implement  the  Rule.     Drug  testing  in  the  five 
categories  must  be  done,   requiring  hiring  a  medical  revieC  officer 
and  providing  a  collection  site  and  testing  lab.  omcer 

President  Rodis  suggested  the  possibility  of  asking  for  a  2-week 
extension  of  the  December  21st  deadline  as  the  result  of  the 
Prepared  "'^  "  '"'^"^^^  waiver  wou?d  ^a:e  to  be 

Mr.  Bobbie  Brown,  President,  Transport  Workers  Union  Local  250a, 
stated  his  union  had  not  had  the  time  to  sit  down  with  the  Public 
nroMe^r^H""""^?'""  Municipal  Railway  to  address  the 

problems  this  policy  would  incur.     He  needed  more  time  for  input 

mee't^'^d'conler''  "'"^^        '''''''  '  °'  "^^^  -  they^could 

To'  TlTn"."^  Antonio,  secretary-Treasurer,  Transport  Workers  Union 
th^  i  ?  '  '^""''"^"ting  on  the  policy  and  cost,  was  concerned  that 
the  policy  would  adversely  impact  another  policy  in  the  City  which 

c^r^aln  number''?  f""'"^'  '''''  stipulates  there  must  be  a 

certain  number  of  driving  drivers  each  day  in  order  to  deliver  the 
service  mandated  under  the  MOU.     He  said  it  was  important  to  meet 
and  confer  before  the  policy  can  be  adopted. 

Mr     Johnny  Stein,  Deputy  General  Manager,  Transportation,  Municipal 
^?pn  Hr', that  under  the  MOU  Muni  is  required  to  maintain 
the  Joorarhe^r^^.K"'  """^"^  ^"P^""^  implementation  of 

full  time!     ^^''^''^^  t*^"^  ^s  ^  part-time  work  force  to  convert  into 

Ms    Alice  Fialkin,  Transport  Workers  Union,  Local  200,  concurred 
with  the  concerns  of  Local  250A.     she  said  her  union  had  not 
received  proper  notification  of  meetings,  that  they  had  nS?  had  a 
chance  to  resolve  the  issues,  and  that  they  were  not  opposing  the 
policy  but  only  asking  for  a  postponement  to  complete  the  m2et  and 
confer  process, 

commissioner  Sherri  Chiesa  inquired  if  delaying  action  on  Items  13 

noLi^  1°""  tu^^^^  affect  the  process  of  getting  funding 

needed  for  the  program  by  December  21.  ^  y  luiny 
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iL.^tZ'^  Harrington,  Assistant  General  Manager,   Finance,  replied 
that  the  policy  statement  can  be  put  off.     The  supplemental 
appropriation  process  is  much  more  problemmatic.  '"^"^^^ 

Inasmuch  as  there  was  no  immediate  need  for  adopting  the  policy  and 
It  was  the  consensus  that  more  time  was  needed  to  meet  and  confer 
to  resolve  everyone's  concerns.  President  Rodis  directed  that  the 
matter  be  deferred  one  week  to  a  special  meeting  on  Tuesday, 
October  31.     President  Rodis  also  requested  staff  to  prepare  a 
request  to  UMTA  to  grant  an  extension  until  December  31,  1989? 

?Lsd:y:T?ob:r3K''^'  ^^^^  ^^^^^^^^^  discussion  to 


******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      4:35  P.M. 


ROMAINE  A.  BOLDRIDGE 
Secretary 
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PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  Sfj-^O,!,!?^ 


10-2A-89 


„   -1.  .  RESOLVED,       That  on  recommendation  of  the  General  Manager  of  Public 

Utilities,  the  Manager,  Bureau  of  Claims  and  Contracts;   thereof  and  the  City 
Attorney      This  Commission  approved  and  hereby  requests  the  Controller  to  allot 
funds  and  to  draw  warrants  against  such  funds  as  are  or  will  be  available  in 
payment  of  claims  against  the  Municipal  Railway. 


Claimant 

Non-litigated  Settlements 
None 


Accident  No. 
&  Prayer 


Accident 
Date 


PI/PD 


Settlement 


Litigated  Settlements 
BRENDA  J.  CHAPEL 

MARY  RUDIS 

OCTAVIA  McDERMOTT 


85T5031-1 
$  25,000.00 

88B0617-1 
$  18,000.00 

88S0043-1 
$  250,000.00 


2-  7  8-2-85 

3-  7  U-6-88 
10-6  8-26-88 


PI  $25,000.00 


PI  $18,000.00 


PI  $20,000.00 


TOTAL  SETTLEMENTS 


INDEX  632091 


=i63j^Q£0^0Q^ 
"(3) 


SUB-OBJECT 


1450 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  hy  the  Public  Utilities  C 
at  its  meeting  .^^gCTOBER     2  4  1989 


ommission 


Sec  re  to  ry.  Public  Utilities  Comm^sio 


PUBLIC  UTILITIES  COMMISSION 

crry  and  county  of  san  francisco 


RESOLUTION  No. 


WHEREAS,  Under  Hetch  Hetchy  Water  and  Power  Contract  No.  810,  Kirkwood 
Powerhouse,  Static  Excitation  Units  1  and  2,  is  to  be  performed  at  Early 
Intake;  and 

WHEREAS,  The  Department  of  City  Planning  has  determined"  this  project  to 
be  categorically  exempt  from  the  California  Environmental  Quality  Act  and 
State  Guidelines  under  Class  1;  now  therefore,  be  it 


RESOLVED.  That  this  Commission  hereby  authorizes  bid  cal  1  for  Hetch 
Hetchy  Water  and  Power  Contract  No.  810,  Kirkwood  Powerhouse,  Static 
Excitation  Units  1  and  2. 


I 


/  hereby  cerHfy  ^^^^-^^^^^^"^^^  1^^^^°^^  ^"^^^^  Utilities  Commission 

at  its  meeting  of.  


Secretary, 


itary.  Public  Utilities  Commis^on 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


8<J-0341 

I.  


RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water 
Department  Contract  No.  WD-2020R,  8-Inch  Ductile  Iron  Main  Installation  in 
Francisco,  Chestnut,  Lombard  and  Other  Streets,  in  the  net  amount  of 
$251,890.00  to  Ranger  Pipelines,  Inc.  and  A.  Ruiz  Construction  &  Associates, 
Inc.,  AJV,  1296  Armstrong  Avenue,  San  Francisco,  California  94124,  as  the 
lowest  responsive  bidder  and  rejects  all  other  bids  for  the  work. 


/  hereby  certify  f^^^^^^^^^oin^^e^oh^on  was  adopted  by  the  Public  UtiliHes  Commission 
at  its  meeting  of  


Secre tary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CFTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTtON  No. 


WHEREAS,  Under  San  Francisco    Water  Department  Contract  No  WD-2022 
fuel  tanks  and  a  fueling  station  are  to  be  replaced  at  the  Sunol  Corporation 
Yard  in  Alameda  County;  and 

WHEREAS,  Bids  for  this  work  were  received  and  opened  publicly  on 
September  28,  1989,  and  therefore  be  it  k  h 

RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water 
Department  Contract  No.  WD-2022,  Sunol  Yard  Headquarters  -  Replace  Fuel  Tanks 
and  Fueling  Station,  in  the  amount  of  $87,995.00  to  Stacy  and  Witbeck  Inc  / 
Rogers/Genner  A  Joint  Venture,  290  Toland  Street,  San  Francisco,  California 
94111,  as  the  lowest  responsive  bidder. 


/  hereby  certify  ^^^^•1^^^^^'''''^ ^^^^^o''  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  _^  


Secretary,  Public  Utilities  Commismon 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUMTY  OF  SAN  FRANCISCO 


BEso.uT,o..„  89-0343 


RESOLVED.  That  this  Commission  accepts  the  work  performed  under  San 
Francisco  Water  Department  Contract  No.  WD-1996,  8-Inch  Ductile  Iron  Main 
Installation  in  Bush  Street  between  Presidio  Avenue  and  Octavia  Street,  as 
satisfactorily  completed;  approves  Debit  Contract  Modification  No.  1  in  the 
amount  of  $8,547.00;  and  authorizes  final  payment  in  the  amount  of 
$35,086.35  to  the  Contractor.  Uniacke  Construction,  Inc.  and  Vickers 
Concrete  Sawing,  AJV. 


/  hereby  certify  ^^^^^Yq^I^^^zTM^''  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na    8^  0344 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  MunicipaJ 
Railway  Contract  No.  MR-970  Presidio  Facility:  Modification  to  Room  150. 
which  is  funded  under  31/189  Index  708370,  Account  No.  919441,  as 
satisfactorily  completed;  approves  Contract  Modification  No. 3  in  the  debit 
amount  of  $10,196.00;  authorizes  an  extension  of  time  for  unavoidable  delays 
of  76  calendar  days;  and  authorizes  final  payment  in  the  amount  of 
$35,946.00,  to  the  Contractor.  Angotti  &  ReiUy/T.E.  Joo,  Joint  Venture,  323 
Fremont  Street,  San  Francisco,  CA  94105-2369. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

t  its  meeting  of      OCTOBER   2  4  1989  

Secretary,  Public  Utilities  Commis^n 


PUBLIC  UTILITIES  COMMISSION 


CfTY  AND  COUWTY  OF  SAN  FftANCISCO 


RESOLUTION  NOt 


89-0345 


WHEREAS,  The  Public  Utilities  Commission  awarded  San 
Francisco  Water  Department  Contract  No.  WD-202VR,  Lower  Crystal 
Springs  Dam  Seismic  Upgrade  to  Valentine  Corporation,  111  Pelican 
Way,  San  Rafael,  CA  94912;  and 

WHEREAS,  the  PUC  Contract  Compliance  has  determined  that 
Mission  City  Rebar  was  not  a  qualified  SBE  firm;  and 

WHEREAS,  Valentine  Corporation  has  engaged  the  services  of 
Shepard  Steel;  and 

WHEREAS,  Utilities  Engineering  Bureau  and  PUC  Contract 
Compliance  has  established  that  Shepard  Steel  is  a  qualified 
contractor  who  can  perform  the  work  within  schedule  and  at  no 
additional  cost  to  the  City  and  that  such  substitution  is  in  the 
best  interest  of  the  City;  now,  therefore,  be  it 

RESOLVED,  That  the  Commission  hereby  authorizes  and  approves 
the  substitution  of  the  subcontractor  Shepard  Steel  for  Mission 
City  Rebar  to  perform  the  structural  steel  work  under  San 
Francisco  Water  Department  Contract  No.  WD-2027R,  Lower  Crystal 
Springs  Dam  Seismic  Upgrade. 


hereby  certify  '^^fllfJoregoinerpol^^    was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of 


Secretary, 


>,  Public  Utilities  Commissmn 


PUBLIC  UTILITIES  COMMISSION 

CITV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na  ^^""0346 


WHEREAS,   An  emergency  condition  exists  at  Calaveras 
Reservoir  due  to  the  loss  of  water  supplied  by  a  mountain 
spring ;  and 

WHEREAS,  The  loss  of  water  from  the  spring  has  left  Water 
Department  facilities  without  an  adequate  supply  for  domestic 
and  fire  protection  purposes;  and 

WHEREAS,   Emergency  repairs  are  necessary  to  restore  the 
water  system  and  provide  a  reliable  and  safe  source  of  water  tc 
protect  the  facilities  at  Calaveras  Reservoir  from  fire  and 
provide  a  domestic  supply  for  employees  assigned  there;  and 

WHEREAS,   Such  repairs  must  be  made  in  an  expeditious 
manner  to  protect  the  City's  employees  and  investment;  now, 
therefore,  be  it 

RESOLVED,   That  time  being  of  the  essence,   this  Commission, 
in  accordance  with  the  provisions  of  Section  6.30  of  the 
Administrative  Code,   hereby  declares  an  emergency;  and  be  it 

FURTHER  RESOLVED,   That  the  Controller  is  hereby  requested 
to  authorize  the  expenditure  of  funds  in  the  amount  of  $23  750 
from  Appropriation  No.   3  2-001-639  630-279-01,  Account  No. 
742163,   to  provide  for  said  emergency  repairs  and  allotted 
services  necessary . 


0334L-41 


/  hereby  certify  ^''^^^^f  ^<'^  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of    


Secretary, 


^^^^^^^^^^ 

nary.  Public  Utilities  Commismon 


PUBLIC  UTILITIES  COMMISSION 

art  AND  COUMTY  OF  SAN  FRANCISCO 


RESOLUTION  Na 


8^-0347 


WHEREAS,  under  the  authority  of  Charter  Section  3  501  th 
General  Manager.  PUC  is  authorized  to  make  Non  Civil  Service  a 
Temporary  appointments  and  removals  therefrom;  and 


e 

nd 


WHEREAS,  such  appointments  and  removals  have  been  ordered  bv 
eneral  Manager.   PUC;  and 


the  G 


WHEREAS,   the  General  Manager.   PUC,   has  requested 
commission,   ratification  and  approval  of  such  appointments 
and  removals;   now  therefore  be  it 

RESOLVED,   the  Public  Utilities  Commission  does  hereby  ratify 
and  approve  the  Non  Civil  Service  and  Temporary  appointments  and 
removals  for  the  month  of  September  1989. 


/  hereby  certify  ^'"'^^^f  (J'g'l^'"^^^  1^8'"  "'"s  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of 


Secre 


U tilities  Commis^n 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  O.'^^lS 


WHEREAS,  On  May  12,    1987,   pursuant  to  Resolution 
No.   87-0171,   the  Public  Utilities  Commission  approved  execution 
of  an  "Advertising  Transit  Shelter  Agreement"  with  Gannett 
Outdoor  Company,    Inc.   of  Northern  California   ("Gannett  Outdoor") 
to  provide  for  the  placement  of  commercial  and  noncommercial 
transit  shelters  throughout  San  Francisco  (the  "Agreement");  and 

WHEREAS,   The  Agreement  was  approved  by  the  Board  of 

Supervisors  of  the  City  and  County  of  San  Francisco  on  June  1, 

1987,   and  signed  by  the  Mayor  of  the  City  and  County  of  San 
Francisco  on  June  10,    1987;  and 

WHEREAS,   The  Agreement  provided  that  the  issue  of 
advertising  on  Market  Street  shelters  would  be  negotiated  if  and 
when  Market  Street  became  available  for  advertising;  and 

WHEREAS,   Planning  Code  Section  603  has  been  amended  to 
permit  advertising  on  either  a   transit  shelter  or  associated 
advertising  kiosk  within  the  Market  Street  Special  Sign  District; 
and 

WHEREAS,  The  San  Francisco  Arts  Commission  approved  the 
design  of  Gannett  Outdoor's  transit  shelters  for  Lower  Market 
Street  on  September  6,    1989;  and 

WHEREAS,   The  San  Francisco  City  Attorney's  Office  has 
completed,   in  conjunction  with  PUC  staff,  negotiations  for 
amendments  to  the  Agreement  to  provide  for  the  transit  shelters 
on  Lower  Market  Street;   now,   therefore,   be  it 

RESOLVED,   That  the  Public  Utilities  Commission  does  hereby 
approve  the  "First  Amendment  to  Advertising  Transit  Shelter 
Agreement;"  and  be  it  further 

RESOLVED,   That  the  Public  Utilities  Commission  does  hereby 
authorize  its  General  Manager  to  take  the  steps  necessary  to 
execute  the  "First  Amendment  to  Advertising  Transit  Shelter 
Agreement"  with  Gannett  Outdoor;   and  be  it  further 

RESOLVED,   That  the  Public  Utilities  Commission  does  hereby 
commend  the  "First  Amendment  to  Advertising  Transit  Shelter 
Agreement"   to  the  Board  of  Supervisors  and  Mayor  for  their 
consideration  and  approval   in  order  that  the  Lower  Market  Street 
transit  shelter  program  may  be  implemented  in  the  near  future. 
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/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of       OCTOBER  241989 


Secretary, 


Hary,  Public  Utilities  Commis^n 


i 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCtSCO 


RESOLUTION  No.  


RESOLVED,   That  the  Public  Utilities  Commission  does  hereby 
commend  to  the  Board  of  Supervisors  and  Mayor  for  their 
consideration  and  approval   an  ordinance  amending  the  San 
Francisco  Administrative  Code  by  adding  Sections  10.117-89 
10.117-90,   and  10.117-91  thereto,  establishing  three  special 
funds:     (1)  For  the  receipt  of  revenue  from  transit  shelter 
advertising  on  Market  Street  for  the  purpose  of  maintenance  of 
public  art  on  Market  Street;    (2)  For  acquiring  public  art  for 
Market  Street;   and  (3)   For  providing  programs  and  other 
opportunities  for  the  talents  and  creativity  of  young  artists. 


/  hereby  certify  ^^''^A^J^'^^^^^  "'"^  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of  


Secretary,  Public  Utilities  Commiss^i 


KUBLiC  UriLilJbS  COMMISSION 

Cmr  AND  COUNTY  OF  SAN  FRANCtSCO 


RESOLUTION  Na  0350 


WHEREAS,   Pursuant  to  Public  Utilities  Commission  Resolution  Nos 
80-0123,    81-0265  and  86-0352,   Counsel  was  engaged  to  assist  the  City 
Attorney  in  preparing  for  and  defending  litigation  involving  water 
rates  charged  to  various  cities  and  other  public  entities  that 
purchase  water  from  San  Francisco  for  resale  (the  Palo  Alto  v.  San 
Francisco  litigation);  and 

WHEREAS,  Counsel  defended  San  Francisco  in  said  litigation;  and 

WHEREAS,   As  part  of  said  representation.   Counsel  negotiated  on 
behalf  of  San  Francisco  a  Settlement  Agreement  and  Master  Water 
Sales  Contract  between  San  Francisco  and  the  thirty  public  and 
private  entities  to  which  the  City  sells  water  for  resale  ("the 
Agreement")  and  negotiated  as  well  Individual  Contracts  entered  into 
between  the  City  and  each  of  said  entities;  and 

WHEREAS,  Certain  issues  have  arisen  regarding  the  implementation 
of  the  Agreement  and  Individual  Contracts  that  require  the  advice  of 
Counsel ;  and 

WHEREAS,   Certain  other  issues  arose  during  the  course  of  the 
Palo  Alto  v.   San  Francisco  litigation  which  were  not  resolved  by  the 
litigation  and  which  were  specifically  reserved  by  the  parties  to 
the  Agreement;  now,   therefore,  be  it 

RESOLVED,   That  the  General  Manager  of  the  Public  Utilities 
Commission  is  authorized  to  modify  the  Professional  Services 
Agreement  between  the  City  and  County  of  San  Francisco,   through  its 
Public  Utilities  Commission  and  Howard,   Rice,   Nemerovski,  Canady, 
Robertson  &  Falk  extending  the  term  three  years  for  an  amount  not  to 
exceed  $83,974.00  in  fiscal  year  1989-90  and  an  amount  to  be 
budgeted  in  subsequent  fiscal  years  if  required. 


0265D-2 


/  hereby  certify  ^^^^^%.f^'j^§oing  resol^^^^  was  adopted  by  the  Public  Utilities  Commission 

.  ..     ^.    ,     uu  I  udlk  (5  4  lytiy 

at  Its  meeting  of  ^  


Secretary, 


tary,  Public  Utilities  Commissmn 


PUBLIC  UTILITIES  COMMISSION 

COY  AND  COUNTY  OF  SAN  FRANCISCO 


8^-0351 

Na  


HHEREAS,  The  Mayor's  Office  temporarily  loaned  a  position  from 
its  staff  to  the  Minicipal  Railway  to  coordinate  its  anti-graffiti 
program;  and 

HHEREAS,  Muni's  1989/90  budget  Includes  six  months  funding  for 
this  position  and  additional  funding  is  required  for  the  remainder  of  the 
fiscal  year;  and 

NHEREAS,  Currently  there  are  sufficient  funds  in  the 
Administration/Engineering  Division's  miscellaneous  salaries  and  fringe 
benefits  to  fund  the  new  position  recommended  by  Civil  Service;  now 
THEREFORE,  be  it 

RESOLVED,  That  this  Commission  asks  the  Mayor  to  recommend  to 
the  Board  of  Supervisors  a  Municipal  Railway  supplemental  appropriation 
in  the  amount  of  $34,637  to  fund  the  permanent  position  A903, 
Anti -Graff  1 ti  Program  Manager  and  related  fringe  benefits. 


6001b 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeUn,  of         OCTOBER    2  4  1989 


Secretary,  Public  Utilities  Commis^n 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na    8^  03^2 


NHEREAS,  Muni's  one-day  and  three-day  passports  have  been  met  with  a 
high  degree  of  enthusiasm  and  acceptance  from  both  domestic  and  international 
visitors  in  San  Francisco;  and 

HHEREAS.  The  passports  allow  for  unlimited  travel  on  all  Muni 
vehicles,  cable  cars.  Metro  streetcars,  historic  trolleys  and  buses,  and 
offers  discount  admissions  to  major  San  Francisco  attractions;  and 

WHEREAS,  Success  of  the  passport  program  is  demonstrated  by  sales  of 
over  32,000  passports  during  the  last  three  months;  and 

HHEREAS,  Funding  to  support  this  supplemental  request  will  be 
provided  from  revenues  generated  from  passports  sales;  now,  THEREFORE  be  it 

RESOLVED.  That  the  Public  Utilities  Commission  requests  the  Mayor  to 
recommend  to  the  Board  of  Supervisors  a  supplemental  appropriation  in  the 
amount  of  $67,187  to  add  one  new  position,  temporary  salaries  and  related 
expenses  to  regularize  the  sale  of  the  one-day  and  three-day  passports. 


5991b/1ms 

/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

^.    ,    OCTOBER  24  1989 

at  Us  meeting  of    


Secretary, 


^tary.  Public  Utilities  Commisal^ 


PUBLPC    UTILITIES  COMMI±.SIOIM 


SAN  Francisco  Water  department 


MEMORANDUM 


DATE: 


October  27,  1989 


TO: 


General  Manager,  Public  Utilities  Commission 


FROM: 


General  Manager  and  Chief  Engineer 


SUBJECT:     Monthly  Report  of  September  Activities 


OPERATIONS 


Storage .     The  month-end  status  of   local  storage  reservoirs  is 
shown  on  the  accompanying  figure  1.     The  storage  levels  in  the 
Peninsula  Division  reservoirs  at  the  end  of  September  amounted 
to  17.1  billion  gallons  or  57%  of  capacity.     This  is  less  than 
the  17,3  billion  gallons  or  58%  of  capacity  in  storage  at  the 
end  of  August.     For  the  Suburban  system  as  a  whole,  storage 
amounted  to  42.0  billion  gallons  and  54%,  which  was  the  same 
amount  in  storage  at  the  end  of   last  month. 

Production.     Water  supplied  by  Hatch  Hetchy  and  the  production 
of   local  water  t reatment  plants  are  shown  on  the  accompanying 
figure  2. 

Consumpt ion .     Gross  water  deliveries  to  San  Francisco  customers 
and  the  suburban  area  are  displayed  on  the  accompanying  figure 
3. 

Water  Conservation  Program 

The  Reguest  for  Reguisition  has  been  submitted  for  a  Water 
Service  Inspector  position  approved  in  the  FY  1989-90  budget. 
This  position  will  be  involved  in  the  water  conservation 
outreach  activities  such  as   leak  detection,    landscape  audits 
and  working  with  suburban  resale  agencies  to  implement  water 
conservation  programs . 

Four  proposals  were  received  on  the  Systemwide  Water  Education 
Program.     These  proposals  will  be  reviewed  and  evaluated  by  a 
selection  committee  under  the  direction  of  the  Water 
Conservation  Administrator.     We  plan  to  have  a  consultant 
selected  and  a  contract  in  place  by  January  1,  1990. 


Comments   have  been  received  by  several    ^ey  landscape 
professionals  on  San  Francisco's  Water  Conservation  Landscape 
Ordinance.     A  final   revision  to  this  ordinance  is  being 
prepared  to  submit  for  public  hearing  and  eventual  adoption. 

The  Northern  California  Xeriscape  Conference  with  the  Water 
Department  as  host  and  chief  sponsor  was  scheduled  for  October 
19,    1989  in  San  Francisco.     Attendance  was  expected  to  be  500 
including  water  agencies ,   planners ,    landscape  professionals, 
maintenance  personnel  and  manufacturers.     Unfortunately,  the 
earthquake  on  October  17,   1989  required  that  the  Xeriscape 
conference  be  postponed  until  next  spring. 

Crystal  Springs  Pipeline  Project 

Two  resolutions  were  adopted  by  the  Board  of  Supervisors  as  a 
result  of  the  Public  Works  Committee  hearings  on  the  Coastside 
County  Water  District's  Crystal  Springs  Pipeline  Project.  The 
first  resolution  allows  construction  of  the  pipeline  to  meet 
Local  Coastal  Plan  Phase  I  development   (4.5  mgd)   and  requires 
maximization  of  alternative  water  supplies  prior  to  further 
development .     The  second  resolution  calls  for  an  18 -month 
investigation  of  the  potential  for  conservation,  reclamation 
and  groundwater  usage  to  provide  reliable  supplies  to  augment 
Hetch  Hetchy  and  local  supplies,   to  hold  public  hearings 
throughout  the  service  area,   and  to  undertake  cooperative 
efforts  with  suburban  customers  to  develop  programs  for  water 
conservation,   reclamation  and  groundwater  supplies. 
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Water  SuppIv 


1.  Hetch  Hetchy  water  import:     An  average  of  288.0  million  gallons 
per  day  (MGD)   for  the  month  of  September. 

2.  Sunol  Valley  Filtration  Plant  treated  3.3  MGD. 
San  Andreas  Filtration  Plant  treated  8.2  MGD. 

3.  Consumption  (MGD  average): 

September  1989  -  279.2)  8.3  percent  more 

September  1988  -  257.8) 

September  1989  -  279.2)  5,8  percent  less 

September   1976  -  296.5) 

12  months  preceding 

October  1,   1989     -     234.7)  9.9  percent  less 

October  1,    1988     -  260.6) 

4.  Storage  (million  gallons)  as  of  October  1: 


1988 


1989 


Increase 
-  Decrease 


%  Full 
Capacity 


Alameda  Div.    (Capacity  48.014) 


22,418 


24 , 893 


2,475 


52 


Peninsula  Div.    (Capacity  29.783) 


18,487 


17,073 


1,414 


57 


Total   (Maximum  Capacity  77.797) 


40,905 


41,966 


1,061 


54 
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CONTINUING  PROGRAMS 


Leases  and  Permits .     By  the  terms  of  their  leases,   royalties  or 
percentage  of  revenue  received  for  the  month  of  September  are 
as  follows: 


Santa  Clara  Sand  and  Gravel  $40,824.72 

Sunol  Golf  Course  33,644.29 

Crystal  Springs  Golf  Course  24,099.17 

Mission  Valley  Rock  89,080.18 


Flushing .  Water  main  flushing  will  be  done  on  an  as-needed 
basis . 


0005D 
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PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF   SAN  FRANCISCO 

Art  Agnos 
Mayor 

SPECIAL  MEETING 
Room  2C,  City  Hall 
2:00  P.M. 
October   31,  1989 

COMMISSIONERS 
Rodel  E.  Rodis,  President 
Sherri  Chiesa,  Vice  President 
H .  Welton  Flynn 
Arthur  V.  Toupin 
Gordon  Chin 


DEPARTMENTS 
Hetch  Hetchy  Project 
Municipal  Railway 
Water  Department 


BUREAUS 

Claims  and  Contracts 

Energy  Conservation 

Engineering  and 
Construction  Management 

Financial  Management 

Information  Systems 

Management  Efficiency 
and  Productivity 

Personnel  and  Training 


Thomas  J.  Elzey 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 

89-179 


Call  to  Order:     3:08  P.M. 


Present:     President  Rodel  E.  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  H.  Welton  Flynn,  Commissioner  Gordon  Chin 


Excused:     Commissioner  Arthur  V.  Toupin 


A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 


RESOLUTION 
NO. 


On  motion  of  Chiesa,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0353       GM      Authorizing  the  General  Manager  of  Public  Utilities, 
or,   in  his  absence,   the  Assistant  General  Manager, 
Bureau  of  Finance,  to  execute  and  file  an 
application  for  federal  financial  assistance  under 
the  Federal  Disaster  Relief  Act . 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Chin 


On  motion  of  Flynn,  seconded  by  Chin,  the  following 
resolution  was  adopted: 

89-0354       GM      Adopting  a  policy  for  the  Municipal  Railway 

fostering  a  drug-free  workplace  and  environment  for 
employees  and  patrons,   in  compliance  with  the 
Depar tment  of  Transportation,  Urban  Mass  Transit 
Administration  Final  Rule   {49CFR  Part  653). 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 

*********** 

Resolution  No.   89-0354  —  Adopting  a  policy  for  the  Municipal 
Railway  fostering  a  drug-free  workplace  and  environment  for 
employees  and  patrons,   in  compliance  with  the  Department  of 
Transportation,   Urban  Mass  Transit  Administration  Final  Rule  (49CFR 
Part  653) . 

Mr.   Thomas  J.  Elzey,  General  Manager  of  Public  Utilities,  reported 
that  staff  met  with  the  Transport  Workers  Union,  Local  250A  and 
Local  200  and  reached  agreement  regarding  the  policy.  The 
resolution  was  revised  to  incorporate  the  unions'  concerns. 

Mr.  Bobbie  Brown,  President,  Transport  Workers  Union,  Local  250A, 
stated  that  the  union  had  no  objection  to  the  policy  as  currently 
proposed . 


89-180 


Ms.   Joan  Braconi,   Coordinator  for  Local  790,  objected  to  adoption 
of  the  policy  because  their  members  would  be  covered  by  it  and 
negotiations  with  Local  790  had  not  been  concluded.     She  stated 
that  the  union  had  been  waiting  for  a  response  from  the  Municipal 
Railway  regarding  which  classifications  are  covered  by  the  policy, 
and  had  not  reviewed  the  proposed  policy. 

Mr,  George  Newkirk,  Director,  Labor  Relations,  Municipal  Railway, 
replied  that  staff  is  in  the  meet  and  confer  process  with  Local  790 
and  other  unions  regarding  the  procedures  to  implement  the  drug 
policy ,  not  on  the  policy.     All  unions  received  copies  of  the  draft 
policy,  draft  procedures  and  UMTA  Rule  in  September  1989. 
Discussions  with  Local  790  have  centered  around  whether  classes 
9102  -  Transit  Car  Cleaner  and  9131  -  Station  Agent  are  safety 
sensitive  positions  and  therefore  would  be  covered  by  this  policy. 
In  response  to  questions  by  the  Commission,  Mr.  Newkirk  pointed  out 
that  the  Transport  Workers  Union,   Local  250A,   had  an  existing 
specific  policy  covering  alcohol  and  drugs.     Local  790  does  not 
have  such  a  policy.     Staff  met  with  Local  250A  because  the  proposed 
policy  would  affect  the  existing  policy. 

Mr.  Elzey  stated  that  staff  discussed  with  the  Mayor's  Office  the 
possibility  of  seeking  a  waiver  from  UMTA  due  to  special 
circumstances  brought  about  by  the  earthquake  and  its  finanicl 
impact  on  the  City.     The  Mayor's  Office  concurred  in  that  approach, 
and  suggested  that  we  indicate  our  intent  to  comply  by  adopting  a 
policy.     The  waiver  would  defer  implementation  of  the  policy. 
Therefore,   staff  recommends  that  the  Commission  act  on  the  policy 
today  and  defer  act  ion  on  the  supplemental  appropr  iation  i tern . 
Staff  will  continue  to  meet  with  the  union  on  a  drug 
education/rehabilitation  program . 

Mr.  William  Stead,  General  Manager  of  the  Municipal  Railway, 
reported  that  on  the  advice  of  the  City  Attorney's  Office,  all 
affected  unions  were  sent  copies  of  the  draft  policy  and 
procedures.     Regarding  inclusion  of  employees  covered  by  Local  790 
as  safety  sensitive,  Mr.   Stead  said  that  he  recommends  designat ing 
Station  Agent  and  Car  Cleaner  classifications  as  safety  sensitive. 
Station  Agents  have  responsibility  for  evacuating  trains  in  times 
of  emergency  and  making  life  or  death  decisions.     Car  Cleaners  move 
vehicles  around  the  yard  during  servicing  and  position  30,000  pound 
buses  over  pits  and  on  lifts.     Other  employees  could  be  injured  if 
these  functions  are  not  performed  proper ly . 

Commissioner  Flynn  moved  to  adopt  the  policy  and  Commissioner  Chin 
seconded,  noting  that  this  policy  is  a  reiteration  of  UMTA's 
regulation  and  guidelines.     Resolution  No.  89-0354  was  unanimously 
adopted . 

******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      4:15  P.M. 


Secretary 
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PUBLIC  UTILITIES  COMMISSION 


CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


85)-0353 

RESOLUTION  No.  


WHEREAS,  The  City  and  County  of  San  Francisco 
sustained  considerable  damage  due  to  an  earthquake  on  October 
17,   1989;  and 

WHEREAS,  It  is  necessary  that  the  Public  Utilities 
Commission  execute  and  file  an  application  for  Federal 
financial  assistance  under  The  Federal  Disaster  Relief  Act,  or 
Federal  assistance  otherwise  available  from  the  President's 
Diaster  Relief  Fund;     now  THEREFORE,   be  it 

RESOLVED,  By  the  Public  Utilities  Commission  of  the 
City  and  County  of  San  Francisco,  that  Thomas  J.  Elzey,  General 
Manager  of  the  Public  Utilities  Commission,  or,   in  his  absence, 
Edward  Harrington,  Assistant  General  Manager,  Bureau  of 
Finance,  Public  Utilities  Commission  are  hereby  authorized  to 
execute  for  and  on  behalf  of  the  Public  Utilites  Commission,  a 
department  of  the  City  and  County  of  San  Francisco,  a  public 
entity  established  under  the  laws  of  State  of  California,  this 
application  and  to  file  it  in  the  appropriate  State  office  for 
the  purpose  of  obtaining  certain  federal  financial  assistance 
under  the  Disaster  Relief  Act   (Public  Law  288,   93rd  Congress) 
or  otherwise  available  from  the  President's  Disaster  Relief 
Fund,   and,   be  it 

FURTHER  RESOLVED,  That  the  Public  Utilities  Commission, 
a  department  of  the  City  and  County  of  San  Francisco,  a  public 
entity  established  under  the  laws  of  the  State  of  California, 
hereby  authorizes  its  agent  to  provide  to  the  State  and  to  the 
Federal  Emergency  Management  Agency  (FEMA)  for  all  matters 
pertaining  to  such  Federal  disaster  assistance  the  assurances 
and  agreements  printed  on  the  attached  Federal  Designation  of 
Applicant's  Agent  form. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  nPJGBER    3  I  1989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNT*  OF  SAN  FRANCISCO 


RESOLUTION  Na 


89-0354 


WHEREAS,   The  City  and  County  o£  San  Francisco  has  a  policy 
prohibiting  the  unlawful  manufacture,   distribution,  dispensation, 
possession,  or  use  of  a  controlled  substance  in  the  workplace  and 
subjecting  any  employee  violating  this  prohibition  to  discipline 
up  to  and  including  termination  and/or  completion  of  a  drug  abuse 
assistance  or   rehabilitation  program;  and 

WHEREAS,   The  San  Francisco  Municipal  Railway  ("MUNI")   has  a 
policy  prohibiting  employees,  while  on  duty,   from  possessing 
intoxicants,   or  using  or  being  under  the  influence  of 
intoxicants,   narcotics,   amphetamines,   or  any  other  drug  which 
renders  them  incapable  of  operating  a  vehicle;  and 

WHEREAS,   MUNI  has  a  further  policy  providing  that  operators 
reasonably  suspected  of  using  drugs  and/or  alcoholic  beverages 
while  on  the  job  may  be  tested  for  the  presence  of  such 
substances,    and  if  such  tests  prove  positive  and  there  was  a 
reasonable  basis  for  believing  that  the  operator  was  under  the 
influence  of  a  drug  or  alcoholic  beverage,   may  be  subject  to 
discipline,   up  to  and  including  termination  or  dismissal;  and 

WHEREAS,   The  Department  of  Transportation,   Urban  Mass 
Transportation  Administration  ("UMTA"),   has   issued  a  Final  Rule 
on  Control  of  Drug  Use  in  Mass  Transportation  Operations   (49  CF R 
Part  653)    (the  "UMTA  Rule");  and 

WHEREAS,   The  UMTA  Rule  reguires,   directs  and  expressly 
authorizes  the  governing  body  of  a  direct  recipient  of  Federal 
financial  assistance  from  UMTA  to  adopt  a  policy  statement 
on  drug  use  in  the  workplace  by  employees  performing  safety 
sensitive  functions;  and 

WHEREAS,  The  MUNI,   through  the  Public  Utilities  Commission 
of  the  City  and  County  of  San  Francisco  ("PUC"),    its  governing 
body,    is  a  direct  recipient  of  Federal  financial  assistance  from 
UMTA;  now  therefore,   be  it 

RESOLVED,  That   in  addition  to  its  current  policies,   the  PUC 
adopts  the  following  policy  for  MUNI   in  compliance  with  the  UMTA 
Rule: 

It  is  the  policy  of  MUNI  to  foster  and  provide  a 
drug-free  workplace  and  environment  for  all  employees 
and  patrons.     A  drug-free  workplace  protects  MUNI's  most 
valuable  resource  -  its  employees  -  as  well  as  the 
health  and  safety  of  the  public. 

In  furtherance  of  this  policy,   no  employee  may  perform  a 
sensitive  safety  function  when  that  employee  has  any 
prohibited  drug   (or  drug  metabolite)    in  his  or  her 
system.     "Sensitive  safety  function"   is  broadly  defined 
and  includes  personnel  operating  or  working  on  revenue 
and  non-revenue  vehicles;   personnel  controlling  dispatch 
and  safe  vehicle  movement   (including  dispatchers,  switch 
operators,   and  safety  officials);   personnel  performing 
inspection  and  maintenance  work  on  revenue  vehicles  or 
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components;   personnel  performing  servicing  functions 
(fueling,   oiling,   etc.)   for  revenue  vehicles  and 
repairing  damage  resulting  from  vandalism  or  accidents; 
personnel  providing  safety-related  non-vehicle 
maintenance  or   repair  support  for  vehicle  movement 
control  systems,    roadway  and  track,   subways,    tunnels  and 
bridges,   passenger  stations  and  equipment,  communication 
systems ,   electric  power  f aci 1 i  t  i  es  and  the  1  ike ;  and 
personnel  who  supervise  individuals  who  perform  any  of 
the  above  functions. 

All  employees  performing  sensitive  safety  functions 
shall  be  subject  to  urine  diug  testing  prior  to 
employment  or  assignment;   for   reasonable  cause; 
following  an  accident;   on  a  ra'idom  and  unannounced 
basis;   and  prior  to  return  to  duty  if  they  fail  to  pass 
a  drug  test.     If  any  provision  of  this  testing  policy  is 
finally  determined  to  be  illegal  or  unenforceable  by  a 
court  of  competent  jurisdiction,   then  that  provision 
shall  be  deemed  stricken  and  the  remainder  of  this 
policy  shall  remain  in  full  force  and  effect. 

If  an  employee  performing  a  sensitive  safety  function 
refuses  to  take  a  required  drug  test  or  is  tested  for 
drugs  and  does  not  pass  the  test,    that  employee  shall  be 
relieved  of  his  or  her  sensitive  safety  duties 
immediately  and  may  be  subject  to  charges  for  discipline 
up  to  and  including  dismissal  or  termination.  No 
employee  shall  return  to  a  sensitive  safety  function 
until  that  employee  has  passed  a  return-to-duty  test. 

Any  employee  who  adulterates  a  specimen  for  drug  testing 
or  otherwise  falsifies  the  testing  process  or  results 
shall  be  subject  to  termination  or  dismissal. 

Employees  are  encouraged  to  take  voluntarily  the 
necessary  steps  to  clear  up  any  problem  they  may  have 
with  alcohol  or  drug  abuse  before  it  affects  on-the-job 
performance.     However,   voluntary  action  will  not  relieve 
the  employee  from  responsibility  for  adequate  job 
performance,   nor  will   it  eliminate  the  requiiement  to 
take  the  drug  tests  here  provided;  and 


BE  IT  FURTHER  RESOLVED  that  the  General  Manager  is  to 
meet  and  confer  with  the  Transport  Workers  Union  and  other 
unions  representing  affected  employees  to  attempt  to 
establish,   jointly,   a  comprehensive  program  to  deal  with 
chemical  use  and  dependency  including,    in  addition  to  the 
testing  listed  above,   education  and  rehabilitation;  and 

BE  IT  FURTHER  RESOLVED  that   if   any  provision  of  an 
existing  PUC  or  Muni  policy,    rule  or  resolution  is 
inconsistent  or  in  conflict  with  any  provision  of  this  policy 
or  the  UMTA  Rule,   this  policy  and  the  UMTA  Rule  shall  take 
precedence;   if  any  provision  of  this  policy  is  inconsistent  or 
in  conflict  with  the  UMTA  Rule,   the  UMTA  Rule  shall  take 
precedence . 

/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

OCTOBER  31  1989 

at  its  meeting  of  


Secretary,  Public  Utilities  Co 
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November  H,  1989 


E  M  0  R  A  N  D  U  M 


TO: 


Members,  Public  Utilities  Commission 
Commissioner  Rode!  E.  Rodis,  President 
Commissioner  Sherri  Chiesa,  Vice  President 
Commissioner  H.  Welton  Flynn 
Commissioner  Arthur  V.  Toupin 
Commissioner  Gordon  Chin 
Thomas  J.  Elzey,  General  Manager 


FROM: 


SUBJEt 


Id  F.  Keenej?^  Manager 
Uti>fties  Eno^ering  Bureau 


AUTHOR I Z AT I ON  OF  CONTRACT  MODIFICATIONS 


By  PUC  Resolution  No.  88-0115  dated  April  12,  1988,  the  Commission  delegated 
to  the  Manager,  Utilities  Engineering  Bureau,  the  authority  to  execute 
construction  contract  modifications  in  amounts  up  to  $50,000.00  or  10%  of  the 
original  contract  amount. 

Summarized  below  are  all  contract  modifications  executed  during  the  period 
July  1,  1989  through  September  30,  1989. 


WD-2000    -    San  Andreas  VJater  Treatment  Plant  Expansion 

Contract  Modification  No.  3,  a  debit  of  $28,271.00. 
Provided  for  the  following  work: 

1.  Hauling  sufficient  native  material  from  the  cribwall 
excavation  to  the  filter  basin  stockpile  and  removal  of  any 
excess  material  from  site; 

2.  Importing  fill  that  satisfied  the  gradation  and  compaction 
requirement  of  the  specifications  to  be  used  as  backfill 
material  behind  the  cribwall. 

Total  Contract  Modifications  for  WD-2000  =  $48,770.00 
(0.35%  of  Contract) 
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MR-859     -    Harrison  Street  Facility  -  General  Construction 

A.  Contract  Modification  No.  25.  a  debit  of  $29,557.00. 
Provided  for  the  following  work: 

1.  Delete  attic  fire  sprinkler    system  above  the  offices  at 
A-B/2-6.2  and  at  A-B/11-14; 

2.  Furnish  and  install  attic  fire  sprinkler  system  above  the 
offices  at  A-B/2-6.2  and  at  A-B/11-14. 

B.  Contract  Modification  No.  26,  a  debit  of  $6,428.00. 
Provided  for  the  following  work: 

1.  Substitute  vapor  sensors; 

2.  Furnish  and  install  blower  support  structure. 

C.  Contract  Modification  No.  27,  a  debit  of  $40,000.00. 
Provided  for  the  following  work: 

1.  Supplement  to    Contract    Modification    No.    5    to  remove 
undergrund  obstacles; 

2.  Supplement  to  Contract  Modification  No.  5  to  relocate  and 
repair  roof  drain  piping. 

D.  Contract  Modification  No.  28,  a  debit  of  $15,221.00. 
Provided  for  the  following  work: 

1.  Cleanouts  for  underground  exhaust  ducts; 

2.  Extensions  af  tail  pipe  receptacles; 

3.  Lower  underground    exhaust    ducts    and    provide  concrete 
encasement  around  exhaust  duct  branches; 

4.  Delete  2-inch  gas  pipe  and  valve. 
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E.  Contract  Modification  No.  29,  a  debit  of  $45,000.00. 
Provided  for  the  following  work: 

Removal  and  disposal  of  contaminated  soil  and  furnishing 
imported  backfill  soil  as  required. 

F.  Contract  Modification  No.  30,  a  debit  of  $16,000.00. 
Provided  for  the  following  work: 

1.  Supplement  to  Contract  Modification    No.  23  to  fireproof 
the  crane  girders; 

2.  Supplement  to  Contract  Modification  No.  23  to  furnish  and 
install  2-inch  siphon  line  and  OPW  61-50  valves; 

3.  Supplement  to  Contract  Modification  No.  24  to  furnish  and 
install  additional  framing  from  C/18  to  D/18. 

G.  Contract  Modification  No.  31,  a  debit  of  $40,000.00. 

Supplement  to  Contract  Modification  No.  26  to  furnish  and 
install  attic  fire  sprinkler  system  above  the  offices  at 
A-B/2-6.2  and  at  A-B/11-14. 

Total  Contract  Modifications  for  MR-859  =  $894,945.00 
(6.4%  of  Contract) 


MR-860     -    Treat  Avenue  Facility  -  General  Construction 

A.    Contract  Modification  No.  4,  a  debit  of  $43,169.00. 

Provided  for  the  following  work  and  extended  the  contract 
time  9  calendar  days: 

1.  Furnish  and  install  dry  standpipe  fire  protection  system; 

2.  Furnish  and    install    Armstrong    vinyl     flooring    in  the 
elevators  in  lieu  of  sheet  vinyl; 

3.  Furnish  and  install  fibergrlass  fire-proofing  in  the  door 
jambs  for  Door  Nos.  2,  6,  52,  57  and  61. 
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4.  Furnish  and  install  one  Bobrick  #369  towel  dispenser  in 
the  Mens'  Locker  Room  #153. 

5.  Furnish  and  install  one  each  key-operated  switch  for  Door 
Nos.  26,  33,  35  and  41  in  lieu  of  push-button  switch; 

6.  Furnish  and  install  double  glazing  for  all.  exterior 
windows  in  lieu  of  single  glazing; 

7.  Provide  temporary  shoring  support  for  the  mezzanine  slab 
under  the  air  vent  shaft  west  of  the  elevator  shaft  until 
the  roof  slab  was  completed  and  stressed; 

8.  Modify  the  foundations  at  Line  1/AA  and  1/F  to  provide 
adequate  clearance  to  the  existing  foundation  from  the 
adjacent  building; 

9.  Add  and  relocate  the  shear  release  along  Line  F  to  avoid 
conflict  with  roll-up  door  opening. 

B.    Contract  Modification  No.  5,  a  debit  of  $48,358.00. 

Provided  for  the  following  work: 

1.  Delete  ADT  "Focus  40"  equipment  from  security  system; 

2.  Revise  the  floor  tile  type  and  color  at  the  elevator 
lobby  on  the  first  floor; 

3.  Revise  location  of  one  power/light  cord  hose  reel  set; 

4.  Furnish  and  install  one  key  operated  switch  for  Door  No. 
44; 

5.  Furnish  and  install  eight  fire  dampers,  each  with  access 
frame  and  door,  in  HVAC  air  ducts  and  furnish  and  install 
additional  fire  proofing  sheetrock  at  the  air  shaft  walls 
and  ceiling; 

6.  Drill  two  elevator  shafts  through  rock  and  install  steel 
casings  and  cap; 

7.  Modify  corner  guards  at  the  maintenance  floor; 

8.  Substitute  waterproofing  in  Water  Oi 1  Vault  interior 
wal  Is  with  Tremco  TP-B50  in  lieu  of  Tremco  TP-60 . 
Substitute  Parking  Slab  waterproofing  with  Tremco  TP-60 
in  lieu  of  Tremply  Ballasted  Roofing  System; 
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9.  Fur  out  west    wall  4    inches  to  provide    cover  for  water 
drain  pipe  and  supply  lines  at  Lock  Room  153; 

10.  Furnish  and  install  one  key-operated  switch  with  housing 
for  parking  ramp  Access  Gate  Nos.  45  and  48; 

11.  Furnish  and  install  one  tire    spike  guard  at  the  parking 
ramp  at  the  entry  lane; 

12.  Revise  the    fire  sprinkler    manifold  in    accordance  with 
Fire  Department  requirements. 

C.    Contract  Modification  No.  6,  a  debit  of  $49,500.00. 

Provided  for  the  work  to  be  performed  as  directed  by  the 
Engineer  on  critical  path  tasks  to  accommodate  the  schedule 
constraints  for  the  parking  occupancy  phase. 

Total  Contract  Modifications  for  MR-860  =  $232,471.00 
(3.3%  of  Contract) 


HH-804E    -    Early  Intake  Switchyard  -  Ground  Mat  Modifications 


Contract  Modification  No.  1,  no  change  in  contract  amount. 

Provided  for  the  following  work  and  extended  the  contract  time  7 
calendar  days: 

Modify  approved  trenching  equipment  to  allow  the  use  of  a  low 
profile  mechanical  trencher  for  the  installation  of  the  new 
internal  perimeter  ground  wire  loop.  The  equipment  shall  meet 
all  applicable  safety  standards  in  regards  to  working  in  the 
vicinity  of  energized  high  voltage  lines. 

Total  Contract  Modification  for  HH-B04E  =  $0.00 
(0%  of  Contract) 
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DATE:  November  21,   19  89 

to:  General  Manager,  Public  Utilities  Commission 

General  Manager  and  Chief  Engineer  — 


FROM: 


SUBJECT:     Monthly  Report  of  October  Activities 


OPERATIONS 


The  -nth-ena  status  °^^l-^^,3^r-r,,-r/rh^^Pej.in:ur 
ll.TstonVeT/rZr.l  ll'lle  end  of Octob^f  amounted  to  17.1  bilUon 
n^T^ons  0^58%  of  capacity    For  the  Suburban  system  as  a  whole, 
^?oragl  ^Lunted  to  fz.O  billion  gallons  and  54%,  which  was  the  same 
amount  in  storage  at  the  end  of  last  month. 

Production      Water  supplied  by  Hetch  Hetchy  and  the  production  of 
fSfif^;  treatment  plants  are  shown  on  the  accompanying  figure  2. 

ConsuriEtion.     Gross  water  deliveries  to  San  Francisco  customers  and 
fSfS^Sn  area  are  displayed  on  the  accompanying  figure  3. 

Water  Cnnserva<- i  nn  Program 

contract.     Still  on  schedule  to  have  this  contract  in  place  by 
mid-January,    1990 . 

A  revision  of  the  new  landscape  section  of  the  water  conservation 
Supervisors . 


event . 


wat-RT  Supply 


Hetch  Hetchy  water  import:  An  average  of  248.1  million  gallons 
per  day  (MGD)   for  the  month  of  October. 

Sunol  valley  Filtration  ^^^^^  treated  3 . 6  MGD. 
San  Andreas  Filtration  Plant  treated  15.0  MGD. 


3.     Consumption  (MGD  average): 


October  1989 
October  1988 


257.0) 
227.5) 


October  1989  -  257.0) 
October  1976     -  257.3) 

12  months  preceding 

November  1,  1989  -  237.2) 
November  1,   1988     -  256.2) 


13.0  percent  more 
0.1  percent  less 

7 . 4  percent  less 


Storage  (million  gallons)  as  of  November  1: 


1988  1989 
Alameda  niv,    (Caparitv  48,014) 
21,805  24,839 
Peninsula  Div.    (Capacity  29,783) 
16,873  17,141 
Total   (Maximum  Capacity  77,797) 
38,678  41,980 


Increase 
-  Decrease 


3,034 


268 


3,302 


%  Full 
Capacity 


52 


58 


54 
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CONTINUING  PROGRAMS 


T.PRFies  and  Permits.     By  the  terms  of  their   leases,    royalties  or 
percentage  of  revenue  received  for  the  month  of  October  are  as 
follows : 

Santa  Clara  Sand  and  Gravel 
Sunol  Golf  Course 
Crystal  Springs  Golf  Course 
Mission  Valley  Rock 


$60,495.34 
18,064.03 
22,413.72 
69,262 . 18 


Flushing.  Water  main  flushing  will  be  done  on  an  as-needed 
basis . 
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FIGURE  1 

LOCAL  WATER  STORAGE 
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FIGURE  2 


WATER  PRODUCTION 
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FIGURE  3 


GROSS  WATER  DELIVER! LS 
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MONTHLr  STATUS  REPORT 


OCTOBER  1989 


CITY  MAINS 


PREPARED  BY 
KEN  WONG 


WD 
CONTRACT 
NUMBER 


PROJECT 


EST 
LENGTH 
(Feet) 


ESTIMATED 
COST 
($) 


WD-2032     :8-inch  D.I.  main  in 
:Sacra(Bento  Street 
:betNeen  Locust  and 
iDivisadero  Streets 


3,400  :  $580,000 


PERCENT 
COMPLETE 

iPeriod  :TotaI 

100 


Scheduled 
Completion 
of  Plans 
and  Specs 

Oct.,  1989 
(Revised) 


REMARKS 


Main 

Replacement 


WD-2034 


:B-inch  D.I .  Main  in 
■.Folsoffl  Street,  16th 
:and  Army  Streets 


6,160 


$1,000,000 


20 


90 


Nov.,  1989 
(Revised) 


Main 

Replacement 


WD-2041 


WD-2042 


:12-inch  D.I.  Main  in 
iDivisadero  Street 
:between  Page  Street 
sand  Golden  Gate  five. 


3,000 


:12-inch  Main  in 
:the  Embarcadero  and 
:King  Street 
ibetween  Brannan  and 
jTownsend  Streets 


2,800 


$547,000 


$445,000 


10 


95 


90 


Nov.,  1989  ! 
(Revised)      :Feeder  Main 
1 


Nov.,  1989 
(Revised) 


Feeder  Main 


WD-2048     :B-inch  D.I.  Main  in 
:Leavenworth  Street 
:between  Pine  Street 
;and  Paci-f ic  Ave. ; 
:Larkin  Street 
:between  Pacific  Ave. 
:and  Vallejo  Street 

WD-2049     :8-inch  D.I.  Main  in 
Octavia  Street 
between  Market  and 
Ful ton  Streets 

WD-2051      :8-inch  Main  in 

:Dartfnouth  St  between 
iWoolsey  St.  &  Mansell 
:St;  Colby  St.  between 
:01  instead  it  Mansell  Sts. 
:Olmstead  St.  between 
:University  St.  !e 
iBowdoin  St. 


2,700  :  $612,000 


20:      50:    Jan.,  1990 


Mam 

Replacement 


2,700 


$520,000 


20 


45 


Jan.,  1990 


Main 

Replacement 


2,830  :  $350,000 


5:    Jan.,  1990 


Main 

RepI acement 
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WD-2053      :e-inch  D.I.  Main  in  :  3,300  :    $624,000  :  5:  5:    Jan.,  1990  :Main 

;Haward  St.  between  7th  ;  :  :  !  :  :RepUcefflent 

10th  St5.;  Langton  :  :  :  :  :  : 

;St.  between  Howard  St.  &  :  :  :  :  :  : 

iFolsora  St.(  Suaner  St.  :  :  :  :  i  ; 

:between  Howard  St.  &  :  :  :  i  ;  t 

tClementina  St.  :  :  :  :  :  : 


WD-2054 

!6-inch ,  8-inch  D.I . 

4,600  : 

1550,000 

100: 

100 

Nov. 

1989 

:Earthqual{e  t 

!nain  in  Lervantes  Bivd 

lEmergency  ; 

:Rico  Way,  Prado  Way, 

I 

:Main  : 

:Avila  St.  ti  Jefferson  St. 

Replacement  : 

WD-2055 

:6-inch,  8-inch  Hain 

4,200 

$483,950 

100: 

100 

Nov. 

1989 

Earthquake  : 

:in  Avila  St.  between 

Emergency  : 

rChestnut  St.  Prado 

I 

Main  : 

:Uay;  Beach  St  between 

Replacement  : 

:Divisadero  &  Scott 

:5t5.;  North  Point  St. 

:between  Fillmore  St.  !< 

:Buchanan  St. 

MINUTES 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Art  Agnos 
Mayor 

REGULAR  MEETING 

Room  282,  City  Hall 

2:00  P.M. 

November  14 ,  1989 

COMMISSIONERS 
Rodel  E.   Rodis,  President 
Sherri  Chiesa,  Vice  President 
H .   Wei  ton  Flynn 
Arthur  V.  Toupin 


Gordon  Chin 


DEPARTMENTS 


BUREAUS 


Hetch  Hetchy  Project 


Claims  and  Contracts 


Municipal  Railway 


Energy  Conservation 


Water  Department 


Engineering  and 
Construction  Management 


Financial  Management 


Information  Systems 


Management  Efficiency 
and  Productivity 


Personnel  and  Training 


Thomas  J.  Elzey 


GENERAL  MANAGER 


Romaine  A.  Boldridge 


SECRETARY 


89-182 


Call  to  Order:     2:10  P.M. 


Present:     President  Rodel  E.  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  Arthur  V.  Toupin,  Commissioner  Gordon  Chin 

Commissioner  H.   Welton  Flynn  arrived  at  2:12  P.M. 


On  motion  of  Flynn,  seconded  by  Chin,  the  Minutes  of  the  regular 
meeting  of  October  24,  1989  and  the  special  meeting  of  October  31, 
1989  were  approved. 


A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission, 


RESOLUTION 
NO. 


On  motion  of  Flynn,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0355       HH        Adopting  Rate  Schedules  for  Furnishing  Hetch  Hetchy 
Power  to  Private  Consumers  and  Certain  Municipal 
Departments  of  the  City  and  County  of  San 
Francisco;  providing  for  automatic  changes  in 
applicable  rates  authorized  by  the  State  Public 
Utilities  Commission;   and  authorizing  the  General 
Manager  of  Hetch  Hetchy  Water  and  Power,  subject  to 
the  approval  of  the  General  Manager  of  Public 
Utilities,   to  establish  the  cost  of  electric 
service  to  the  Municipal  Departments  of  the  City 
and  County  of  San  Francisco. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0356       MR        Requesting  the  Controller  to  draw  warrants  in 

payment  of  claims  against  the  Municipal  Railway, 
totaling  $55,996.27. 

VOTE :     Ayes  -  Rodis ,  Chiesa,   Flynn ,   Toupin ,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0357       MR        Approving  collections  of  charges  for  damages  which 
the  San  Francisco  Municipal  Railway  has  against 
miscellaneous  debtors  in  the  amount  of  $22,369.75 
and  write-off  compromise  reductions  for  comparative 
negligence  in  the  amount  of  $8,969.03,   for  the 
month  of  September,  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 
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On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0358      WD        Accepting  the  work  performed  under  San  Francisco 
Water  Department  Contract  No.  WD-1963R,  Reroofing 
SFWD  City  Distribution  Division  Buildings,  as 
satisfactorily  completed;  authorizing  an  extension 
of  time  for  an  unavoidable  delay  of  154  calendar 
days;  and  authorizing  final  payment  in  the  amount 
of  $39,503.45  to  Anderson  Roofing  and  Sheet  Metal 
Co.,   Inc.,  Contractor. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0359       MR        Accepting  the  work  performed  under  Municipal 

Railway  Contract  No.  MR-1003  Presidio  Facility  - 
Roof  Repair  as  satisfactorily  completed;  approving 
Contract  Modification  No.  1  in  the  amount  of 
$392.15;  authorizing  an  extension  of  time  of  168 
calendar  days  for  unavoidable  delays ;  and 
authorizing  final  payment  in  the  amount  of 
$6,982.85,  to  the  Contractor,  A-Plus  Roofing. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0360       WD         Awarding  San  Francisco  Water  Department  Contract 

No.  WD-2023,   16-Inch  Ductile  Iron  Main  Installation 
in  Fillmore  Street  between  Haight  Street  and  Ellis 
Street,   in  the  net  amount  of  $415,445.00,  to  D'Arcy 
and  Harty  Construction  Co.   Inc.,  as  the  lowest 
responsive  bidder. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0361       P  Approving  the  Non-Civil  Service  and  Temporary 

appointments  and  removals  as  indicated  on  the 
Temporary  Employment  Activity  Roster,   for  the  month 
of  October  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0362       HH        Authorizing  the  General  Manager,  Hetch  Hetchy  Water 
and  Power,  to  negotiate  and  execute  a  professional 
services  agreement  with  Stone  and  Webster 
Management  Consultants,   Inc.   to  provide  "as-needed" 
power  planning  services  for  a  period  of  five  years 
and  an  amount  not  to  exceed  $150,000   the  first  year 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 
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On  motion  of  Flynn,   seconded  by  Toupin,  the 
following  resolution  was  adopted  in  Executive 
Session: 

89-0363  Authorizing  the  Manager  of  the  Utilities 

Engineering  Bureau  to  modify  Contract  No.  757  and 
to  execute  the  necessary  agreements  in  resolution 
of  the  disputes  between  the  Public  Utilities 
Commission  and  Tutor-Saliba  Corporation. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,   Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chiesa,  the 
following  resolution  was  adopted  in  Executive 
Session : 

89-0364  Authorizing  the  Manager  of  the  Utilities 

Engineering  Bureau  to  modify  Contract  No.   536  to 
retain  $590,000  and  to  execute  the  necessary 
agreements  for  resolution  of  the  disputes  between 
the  Public  Utilities  Commission  and  Sulzer  USA,  Inc. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission . 

******** 

Old  Business 
Emergency  Contract ing 

President  Rodis  stated  that  the  report  recently  submitted  by  Mr. 
Arnold  Baker,  Contract  Compliance  Officer,   Public  Utilities 
Commission,  detailing  a  list  of  contractors  used  during  the 
earthquake  emergency,   showed  that  none  were  minor i ties.  He 
inquired  if  a  review  had  been  made  as  to  why  that  was  so  and  what 
steps  were  taken  to  insure  that  future  cases  of  emergency  conform 
with  the  affirmative  action  program  of  the  Public  Utilities 
Commission  . 

Mr.   Thomas  Elzey,  General  Manager  of  Public  Utilities,   replied  that 
he  had  reiterated  to  staff  the  standing  affirmative  action  policy 
and  directed  that  in  the  future  emergency  contracts  must  be 
coordinated  through  the  contract  compliance  officer.     Mr.  Elzey 
said  he  was  confident  that  those  particular  guidelines  will  be 
adhered  to  by  staff. 

Mr.   Elzey  stated  that  although  not  shown  in  the  list,   there  were 
several  large  contracts  for  emergency  main  breaks  that  included  a 
sizable  minority  portion. 

Report  of  the  General  Manager 

Paratransit  Fund 

Mr.  Thomas  Rickert,  Manager,   Elderly  and  Handicapped  Program, 
reported  that  a  solicitation  for  donations  to  the  Paratransit  Fund 
was  inserted  in  the  February  and  March  water  bill  cycle. 
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It  was  sent  to  over   150,000  households  in  San  Francisco  and  was 
very  successful.     A  total  of  $29,000  was  received  from  1583 
donors.     As  a  direct  result,   50  persons  needing  life  support 
services  are  now  receiving  weekly  taxi  and  van  transportation. 
There  are  3000  disabled  individuals  on  the  waiting  list  and  more 
are  anticipated.     He  said  a  percent  of  projected  revenues  from  the 
transportation  sales  tax  will  be  targeted  to  double  paratransit 
services  over  the  next  four  years  to  address  the  needs  of  these 
persons.     A  second  solicitation  to  the  donors  who  contributed  will 
be  sent  out  in  early  December, 


San  Mateo  Golf  Course  Proposal 

Mr,  Elzey  requested  that  Mr.  Wright  comment  briefly  on  the  history 
of  this  proposal  and  to  reiterate  the  Mayor's  request  for  the 
Commission  to  take  an  active  role  in  the  development  of  a  golf 
course , 

Mr.  Douglas  Wright,  Deputy  Mayor,  stated  that  the  San  Mateo  County 
Board  of  Supervisors*  consideration  of  this  golf  course  dated  back 
quite  a  few  years  and  throughout  that  time  the  Water  Department  was 
involved  in  various  ways  assessing  alternative  sites.     In  the  last 
year  and  a  half,  work  moved  forward  more  agressively  in  terms  of  an 
examination  of  sites  involved  and  a  determination  made  that  a 
watershed  site  makes  a  great  deal  of  sense.     He  said  that  Ms.  Mary 
Griffin,  President,  Board  of  Supervisors,  County  of  San  Mateo,  had 
communicated  to  Mayor  Agnos  requesting  that  San  Francisco  consider 
taking  the  lead  agency  responsibility  in  the  further  development  of 
the  golf  course.     Mayor  Agnos  responded  that  he  would  request  that 
the  Public  Utilities  Commission  take  steps  to  assume  responsibility 
for  the  further  development  of  the  project.     Mr.  Wright  said  there 
were  parties  in  favor  and  in  opposition  to  this  golf  course  and 
that  any  course  of  action  by  the  Commission  would  generate  a  high 
level  of  interest  down  the  peninsula. 

Mr.   Arthur  Jensen,  Acting  General  Manager,  San  Francisco  Water 
Department,   stated  that  in  1968  a  plan  was  put  together  which 
identified  a  number  of  potential   recreational  sites  and  uses,  and  a 
golf  course  is  one  of  them. 

Commissioner  Arthur  Toupin  inquired  about  the  costs  that  may  be 
involved  in  the  planning  and  development  phase  and  how  this  would 
be  handled.     Mr.  Wright  replied  that  he  did  not  have  that 
information.     Mr.    Elzey  said  staff  would  prepare  a  report  on  the 
various  options  and  alternatives  and  get  back  to  the  Commission. 

Ms.   Nancy  Alexander,   Planning  Director,  City  of  Woodside,  stated 
that  the  study  done  earlier  concluded  that  the  watershed  was  not  an 
appropriate  location  for  a  golf  course  and  that  an  economic 
feasibility  study  had  already  been  prepared.     She  said  the  City  is 
the  lead  agency  for  the  project  and  that  an  Environmental  Impact 
Report  must  be  done  before  a  decision  is  made  whether  or  not  a  golf 
course  is  an  appropriate  use  for  watershed  land. 

Ms.   Alexander  said  the  public  had  not  had  the  opportunity  to  review 
and  speak  on  this  project,  which  was  very  frustrating,  and  that  it 
had  been  taken  out  of  Water  Department  review  and  put  into  the 
Mayor's  office  so  that  the  source  of  information  had  been  cut  off 
and  they  could  not  get  any  information  as  to  when  it  was  going  to 
be  heard  before  the  Commission. 
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Ms.   Alexander   stated  that  the  City  of  Woodside  feels  that  the 
concept  of  a  golf  course  on  the  watershed  is  fundamentally  flawed: 
1)   it   jeopardizes  the  drinking  water  supply,   especially  in  an 
emergency;   2 )   opens  the  watershed  for  all  sorts  of  development  on 
land  that   is  critical  to  our  health;   and  3)   golf  courses  are  very 
water  consumptive  and  the  Water  Department  is  very  concerned  about 
the  running  out  of  water.     She  said  if  the  golf  course  were  built 
on  any  location  other  than  a  watershed,   recycled  water  could  be 
used,  but  not  on  top  of  the  watershed. 

Commissioner  Flynn  asked  if  any  public  hearings  had  been  held  in 
San  Mateo  County.     Mr.   David  Christy,  Director  of  Parks  and 
Recreation  in  San  Mateo  County,  stated  he  was  representing  the 
Board  of  Supervisors  today,  and  that  the  Board  had  heard  Ms. 
Alexander's  comments,  that  she  appeared  before  them,  and  that  she 
had  made  her  feelings  and  those  of  Woodside  well  known.     He  thought 
she  had  some  valid  points  that  need  to  be  looked  at  before 
decisions  are  made. 

Drug  Testing 

Mr.   Elzey  stated  that  he  received  a  letter  from  Mr.   Steven  Diaz, 
Chief  Counsel  of  the  Urban  Mass  Transportation  Association,  denying 
the  request  for  a  time  extension  on  the  application  of  the  UMTA 
drug  testing  regulation.     The  tone  of  the  letter  suggested  that  we 
were  not  in  fact  requesting  a  waiver  within  the  guidelines  of  the 
regulations  which  we  were  fully  aware  of.     Mr.   Elsey  stated  that 
staff  remains  very  firm  with  regard  to  the  policy  that  has  been 
established  by  the  Commission  and  our  desire  to  move  forward  on 
this  issue.     He  said  the  Mayor  met  with  Mr.  Samuel  skinner,  U.S. 
Secretary  of  Transportation  today  and  would  follow  up  with  a  letter 
to  Mr.  Skinner  reiterating  some  of  the  points  made  in  the  original 
transmission  to  Mr.   Diaz  requesting  a  time  extension.     It  is  hoped 
that  the  time  extension  will  be  granted  but  if  not  we  will  be  back 
facing  the  issue  of  the  time  deadline  of  December  21  for 
implementation  of  the  program  and  policy.     If  we  are  unsuccessful 
in  obtaining  the  waiver,  staff  will  submit  a  request  for  a 
supplemental  appropriation  to  the  Commission. 

President  Rodis  asked  if  it  would  not  be  better  to  proceed  on  the 
basis  of  the  fact  that  this  has  been  denied  and  move  now. 
Commissioner  Flynn  concurred  with  President  Rodis  and  said  that 
some  plan  ought  to  be  available  if  needed  on  short  notice.  Mr. 
Elzey  replied  that  if  we  receive  a  negative  response  we  would  call 
an  emergency  meeting  of  the  Commission. 

******** 

Resolution  No.   89-0355  --  Public  Hearing  to  consider  adopting  Rate 
Schedules  for  Furnishing  Hetch  Hetchy  Power  to  Private  Consumers 
and  Certain  Municipal  Departments  of  the  City  and  County  of  San 
Francisco;  and  providing  for  automatic  changes  in  applicable  rates 
authorized  by  the  State  Public  Utilities  Commission;  and 
authorizing  the  General  Manager  of  Hetch  Hetchy  Water  and  Power, 
subject  to  the  approval  of  the  General  Manager  of  Public  Utilities, 
to  establish  the  cost  of  electric  service  to  the  Municipal 
Departments  of  the  City  and  County  of  San  Francisco. 

Mr.   Lawrence  Klein,   Deputy  General  Manager,   Hetch  Hetchy,  stated 
that  this  measure  would  extend  the  present  practice  and  simplify 
our  billing  procedures.     He  said  over  80%  of  our  power  is  sold 
under  existing  contracts  with  rates  that  are  either  set  by  contract 
or  automatically  adjusted.     The  proposal  is  to  take  one  class  of 
the  remaining  customers,  those  who  pay  essentially  full  commercial 
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rates,  and  bring  them  in  conformance  with  the  rest  of  our  customers 
who  pay  full  commercial  rates  by  allowing  an  automatic  updating  of 
their  rates  to  the  applicable  PG&E  rates.     The  other  class  of 
customers  included  in  this  proposal  are  City  departments  that  pay 
discounted  rates.     Currently,   the  revenue  that  would  come  from  such 
a  department  is  calculated  at  full  PG&E  rates,  and  then  a  discount 
is  provided  across  the  board  to  all  departments  so  that  the  cost  of 
service  is  recovered.     He  said  that  procedure  was  approved  and 
established  by  the  Commission  and  each  year  the  discounted  rate  is 
proposed  by  the  General  Manager  of  Hetch  Hetchy  and  approved  by  the 
General  Manager  of  Public  Utilities. 

Instead  of  that  cumbersome  calculation,  staff  is  proposing  to  go 
directly  to  a  cost  of  service  rate  and  recovering  the  cost  of 
providing  that  power  uniformly  across  to  all  general  fund 
departments  that  get  the  discounted  cost  of  power.     Once  the  change 
in  calculation  of  their  rate  is  approved,  it  would  continue  to  be 
reviewed  and  updated  yearly. 

Commissioner  Flynn  asked  about  the  rationale  for  the  wording  in  the 
second  resolved  of  the  resolution, ... "BE  IT  FURTHER  RESOLVED,  That 
the  adopted  rates  shall  henceforth  rise  or  fall  automatically  with 
changes  in  applicable  rates  authorized  by  the  State  Public 
Utilities  Commission,  without  the  need  of  notice  and  public  hearing 
before  this  Commission."     He  took  issue  with  the  clause  "without 
the  need  of  notice  and  public  hearing  before  the  Commission." 

Mr.   Len  Snaider  of  the  City  Attorney's  office  stated  that  the 
Commission  has  the  authority  to  set  a  formula  which  will 
automatically  change  things  as  long  as  that  formula  is  something 
where  the  discretion  to  set  the  rates  is  not  changed  but  it's  an 
automatic  basis  of  change.     The  point  is  that  you  can  set  a  formula 
rate  as  long  as  you  are  not  giving  away  your  discretion  and  your 
authority  to  set  the  rate  but  the  formula  can  set  it. 

Commissioner  Flynn  reiterated  his  disapproval  of  the  wording 
"without  the  need  of  notice  and  public  hearing  before  the 
Commission."     President  Rodis  requested  that  this  section  be 
deleted  from  the  resolution. 

Commissioner  Toupin  asked  if  the  Commission  were  approving  the 
formula.     Mr.   Klein  replied  that  they  were. 

Ms.  Marguerite  Warren,   associated  with  the  Clean  Water  Program  and 
speaking  for  herself  as  a  member  of  the  Advisory  Committee,  stated 
she  was  irked  and  had  been  for  years,  because  the  Clean  Water 
Program  pays  the  straight  PG&E  power  rates.     she  said  they  were 
told  they  had  to  pay  the  full  rates  because  they  were  considered  an 
enterprise  organization  and  she  felt  they  were  not  an  enterprise. 
They  have  to  charge  sewer-charge  rates  to  maintain  themselves  and 
pay  back  on  the  interest  of  the  bonds  as  they  cannot  accrue  any 
monies  in  their  department  to  turn  over  to  the  General  Fund  like 
Hetch  Hetchy  can.     She  felt  they  were  paying  exhorbitant  rates  and 
that  lower  rates  would  save  $2-1/2  million  a  year.     She  said  she 
hoped  staff  would  take  them  off  the  straight  PG&E  rates,   that  it's 
not  fair  for  the  amount  of  power  they  use,  and  that  they  should  get 
a  reduction  or  a  discount  like  other  agencies  in  San  Francisco. 

There  being  no  further  comments  from  the  public.   President  Rodis 
closed  the  public  hearing. 


******** 
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Public  Comments 


Ms.   Alexander       i d  she       nted  to  correct  the  re co rd  regarding  San 
Mateo  County  —  they  did  not  hold  a  public  hearing.     They  had  a 
report  from  their  Director  of  Parks  and  Recreation  to  their 
Recreation  Commission  at  one  point  in  time  and  she  did  speak  but  it 
was  not  an  action  item.     Their  opinion  was  never  asked,  they  were 
just  given  a  report.     The  Golden  Gate  National  Recreation 
Commission  held  one  public  hearing. 

Mr.   Duncan  Dobson  stated  he  was  a  resident  of  Woodside,  a  elected 
member  of  the  Woodside  schoolboard  and  a  member  of  the  Sierra  Club, 
and  that  his  wife  is  the  president  of  Friends  of  Fioli,  a  national 
trust  property  located  in  the  southern  watershed.     He  and  his  wife 
personally  opposed  any  development  of  the  southern  watershed  area 
because  of  animal  and  plant  habitat  destruction,  the  recognition  of 
the  area  as  a  biosphere  reserve,  the  effect  on  water  quality,  and 
the  certainty  of  larger  developments.     He  said  that  the  Scenic 
Easements  allowing  the  golf  course  were  out  of  date  and  need  to  be 
rewritten  considering  today's  circumstances.     Mr.   Dobson  said  the 
concept  will  meet  with  vigorous  resistance  from  a  number  of  groups 
in  that  area. 


******** 


THEREUPON  THE  MEETING  WAS  ADJOURNED: 


3:17  P.M. 


ROMAINE  A.  BOLDRIDGE 
Secretary 
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PUBLIC  UTILITIES  COMMISSION 

Cmr  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  Na  S9"0355 


WHEREAS,   Adoption  of  certain  currently  effective  rate  schedules  in 
the  Hetch  Hetchy  service  areas,   as  approved  by  the  California  Public 
Utilities  Commission;   is  deemed  the  best  method  of  establishing 
competitive  rates  for  furnishing  Hetch  Hetchy  power  to  six  small 
private  customers  and  to  several  municipal  departments  of  the  City  and 
County  of  San  Francisco  that  do  not  receive  discounts;  and 

WHEREAS,  Charges  for  electric  energy  used  by  most  City  agencies  are 
based  on  the  cost  to  provide  this  service;  and 

WHEREAS,  All  City  agencies  have  budgeted  for  Hetch  Hetchy  power  for 
the  fiscal  year  1989/90  on  the  assumption  that  the  proposed  rate 
changes  will  be  approved;   now,   therefore ,   be  it 

RESOLVED,   That  pursuant  to  notice  of  intent  to  adopt  schedules  of 
rates  for  furnishing  Hetch  Hetchy  power  to  consumers  not  otherwise 
covered  by  special  agreements  with  this  Commission,  heretofore 
published  as  is  required  by  the  Charter  of  the  City  and  County  of  San 
Francisco,   and  pursuant  to  a  public  hearing  conducted  in  compliance 
with  the  aforesaid  notice,   the  following  schedules  entitled  "Rate 
Schedules  for  Furnishing  Hetch  Hetchy  Power  to  Private  Consumers  and 
Certain  Municipal  Departments  of  the  City  and  County  of  San  Francisco" 
be  and  the  same  are  hereby  adopted  to  wit: 

1.  The  rate  schedules  adopted  are  those  authorized  by  the  State  of 
California  Public  Utilities  Commission  and  effective  January  1, 
1989,   as  follows: 

A-1,    A-10,    A-15,    E-20,    LS-1,    LS-2,    LS-3,    TC-1   and  PA-1. 

2 .  The  rate  schedules  shall  be  applied: 

a.  To  private  consumers  -  with  no  discount. 

b.  To  the  following  separately  metered  municipal  activities  ~ 
with  no  discount: 

(1)     Convention  Facilities  Management 

-  Civic  Auditorium  -  Brooks  Hall 

-  Moscone  Center 

{ 2 )     Recreation  and  Park 

-  Candlestick  Park 

-  Yacht  Harbor 

(3)  Parking  Authority 

(4)  Public  Works 

-  Street  Repair 

-  Bridges 

-  Tunnels 

-  Underpass 

-  Traffic  Engineering 

-  Street  Planting 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  89~Q35f> 


3.  The  provision  of  Special  Conditions  in  the  rate  schedules  dealing 
with  contracts,  length  of  contracts  and  curtailable  service  shall 
not  be  adopted;  and 

BE  IT  FURTHER  RESOLVED,   That  the  adopted  rates  shall  henceforth 
rise  or  fall  automatically  with  changes  in  applicable  rates  authorized 
by  the  State  Public  Utilities  Commission;  and 

BE  IT  FURTHER  RESOLVED,   That  the  cost  of  providing  electric  service 
to  the  Municipal  Departments  of  the  City  and  County  of  San  Francisco 
be  and  is  hereby  defined  to  include  all  operating  and  maintenance 
expenses,  taxes,  a  reasonable  allowance  for  depreciation  of  property 
as  determined  in  accordance  with  provision  of  Charter  Section  6.407,  a 
return  on  capital  investment  sufficient  to  meet  the  basic  annual  cash 
reguirements  of  the  project,   including  reasonable  amounts  for 
renewals,   replacements  and  additions,   and  any  other  unfunded  cost;  and 

BE  IT  FURTHER  RESOLVED,   That  based  on  the  determination  of  the  cost 
of  service  as  defined  in  the  next  preceding  paragraph,   the  General 
Manager  of  Hetch  Hetchy  Water  and  Power  is  hereby  authorized  to 
establish,   subject  to  the  approval  of  the  General  Manager  of  Public 
Utilities,  the  cost  of  electric  service  to  the  Municipal  Departments 
of  the  City  and  County  of  San  Francisco;  and 

BE  IT  FURTHER  RESOLVED,   That  City  agencies,   other  than  the  San 
Francisco  Water  Department,   the  Clean  Water  Program,   the  San  Francisco 
International  Airport  and  the  exceptions  noted  in  2b  above,   be  charged 
a  cost  of  service  of  $0.02921  per  kilowatt-hour  for  the  fiscal  year 
1989/90;  and 

BE  IT  FURTHER  RESOLVED,   That  the  foregoing  rate  schedules  be 
submitted  to  the  Board  of  Supervisors  for  review,   as  required  by 
Section  3.598  of  the  Charter,   and  be  made  effective,   except  as 
otherwise  provided,   to  both  private  consumers  and  municipal 
departments  of  the  City  and  County  of  San  Francisco,  beginning  with 
the  billing  month  of  July,   1989;  and 

BE  IT  FURTHER  RESOLVED,   That  adoption  of  the  foregoing  rate 
schedules,  will  not  have  a  significant  effect  on  the  environment;  and 

BE  IT  FURTHER  RESOLVED,   That  in  accordance  with  File  No.  8832, 
Ordinance  No.   7384,   this  Commission  approves  and  hereby  submits  to  the 
Board  of  Supervisors  a  report  of  the  anticipated  effect  of  approval  of 
the  foregoing  upon  the  budget  of  Hetch  Hetchy  Water  and  Power  for  the 
fiscal  years  1989/90  and  1990/91,   together  with  all  the  data 
supporting  such  conclusions. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

NOVEMBER  li]m 

at  its  meeting  of  ^  


Secretary,  Public 
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November  14,  1989 


E  M  0  R  A  N  D  U  M 


TO: 


Members,  Public  Utilities  Commission 
Commissioner  Rodel  E.  Rodis,  President 
Commissioner  Sherri  Chiesa,  Vice  President 
Commissioner  H.  Welton  Flynn 
Commissioner  Arthur  V.  Toupin 
Commissioner  Gordon  Chin 
Thomas  J.  Elzey,  General  Manager 


FROM: 


SUBJEt 


Utiy 


F.  Keenej?^  Manager 
iies  EnoMeering  Bureau 


AUTHORIZATION  OF  CONTRACT  MODIFICATIONS 


By  PUC  Resolution  No.  88-0115  dated  April  12,  1988,  the  Commission  delegated 
to  the  Manager,  Utilities  Engineering  Bureau,  the  authority  to  execute 
construction  contract  modifications  in  amounts  up  to  $50,000.00  or  10%  of  the 
original  contract  amount. 

Summarized  below  are  all  contract  modifications  executed  during  the  period 
July  1,  1989  through  September  30,  1989. 


WD-2000    -    San  Andreas  Water  Treatment  Plant  Expansion 

Contract  Modification  No.  3,  a  debit  of  $28,271.00. 
Provided  for  the  following  work: 

1 .  Haul ing  sufficient  native  material  from  the  cribwal 1 
excavation  to  the  filter  basin  stockpile  and  removal  of  any 
excess  material  from  site; 

2.  Importing  fill  that  satisfied  the  gradation  and  compaction 
requirement  of  the  specifications  to  be  used  as  backfill 
material  behind  the  cribwall. 

Total  Contract  Modifications  for  WD-2000  =  $48,770.00 
(0.35%  of  Contract) 
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MR-859      -    Harrison  Street  Facility  -  General  Construction 

A.  Contract  Modification  No.  25,  a  debit  of  $29,557.00. 
Provided  for  the  following  work: 

1.  Delete  attic  fire  sprinkler    system  above  the  offices  at 
A-B/2-6.2  and  at  A-B/U-H; 

2.  Furnish  and  install  attic  fire  sprinkler  system  above  the 
offices  at  A-B/2-6.2  and  at  A-B/11-14. 

B.  Contract  Modification  No.  26,  a  debit  of  $6,428.00. 
Provided  for  the  following  work: 

1.  Substitute  vapor  sensors; 

2.  Furnish  and  install  blower  support  structure. 

C.  Contract  Modification  No.  27,  a  debit  of  $40,000.00. 
Provided  for  the  following  work: 

1.  Supplement  to    Contract    Modification    No.     5    to  remove 
undergrund  obstacles; 

2.  Supplement  to  Contract  Modification  No.  5  to  relocate  and 
repair  roof  drain  piping. 

D.  Contract  Modification  No.  28,  a  debit  of  $15,221.00. 
Provided  for  the  following  work: 

1.  Cleanouts  for  underground  exhaust  ducts; 

2.  Extensions  af  tail  pipe  receptacles; 

3 .  Lower  underground    exhaust    ducts    and    provide  concrete 
encasement  around  exhaust  duct  branches; 

4.  Delete  2-inch  gas  pipe  and  valve. 
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E.  Contract  Modification  No.  29,  a  debit  of  $45,000.00. 
Provided  for  the  following  work: 

Removal  and  disposal  of  contaminated  soil  and  furnishing 
imported  backfill  soil  as  required. 

F.  Contract  Modification  No.  30,  a  debit  of  $16,000.00. 
Provided  for  the  following  work: 

1.  Supplement  to  Contract  Modification    No.  23  to  fireproof 
the  crane  girders; 

2.  Supplement  to  Contract  Modification  No.  23  to  furnish  and 
install  2-inch  siphon  line  and  OPW  61-50  valves; 

3.  Supplement  to  Contract  Modification  No.  24  to  furnish  and 
install  additional  framing  from  C/18  to  D/18. 

G.  Contract  Modification  No.  31,  a  debit  of  $40,000.00. 

Supplement  to  Contract  Modification  No.  25  to  furnish  and 
install  attic  fire  sprinkler  system  above  the  offices  at 
A-B/2-6.2  and  at  A-B/11-14. 

Total  Contract  Modifications  for  MR-859  =  $894,945.00 
(6.4%  of  Contract) 


MR-860      -    Treat  Avenue  Facility  -  General  Construction 

A.    Contract  Modification  No.  4,  a  debit  of  $43,169.00. 

Provided  for  the  following  work  and  extended  the  contract 
time  9  calendar  days: 

1.  Furnish  and  install  dry  standpipe  fire  protection  system; 

2.  Furnish  and    install    Armstrong    vinyl    flooring    in  the 
elevators  in  lieu  of  sheet  vinyl; 

3.  Furnish  and  install  fibergrlass  fire-proofing  in  the  door 
jambs  for  Door  Nos.  2,  6,  52,  57  and  61. 


Memo  To:  Members,  PUC  Commissioners  and  T.  Elzey 

From      :  Donald  F.  Keener 

Subject:  Authorization  of  Contract  Modifications 

Date      :  November  14,  1989 

Page  No:  -  4  - 


4.  Furnish  and  install  one  Bobrick  #369  towel  dispenser  in 
the  Mens'  Locker  Room  #153, 

5.  Furnish  and  install  one  each  key-operated  switch  for  Door 
Nos.  26,  33,  35  and  41  in  lieu  of  push-button  switch; 

6.  Furnish  and  install  double  glazing  for  all  .  exterior 
windows  in  lieu  of  single  glazing; 

7.  Provide  temporary  shoring  support  for  the  mezzanine  slab 
under  the  air  vent  shaft  west  of  the  elevator  shaft  until 
the  roof  slab  was  completed  and  stressed; 

8.  Modify  the  foundations  at  Line  1/AA  and  1/F  to  provide 
adequate  clearance  to  the  existing  foundation  from  the 
adjacent  building; 

9.  Add  and  relocate  the  shear  release  along  Line  F  to  avoid 
conflict  with  roll-up  door  opening. 

B.     Contract  Modification  No.  5,  a  debit  of  $48,358.00. 

Provided  for  the  following  work: 

1.  Delete  ADT  "Focus  40"  equipment  from  security  system; 

2.  Revise  the  floor  tile  type  and  color  at  the  elevator 
lobby  on  the  first  floor; 

3.  Revise  location  of  one  power/light  cord  hose  reel  set; 

4.  Furnish  and  install  one  key  operated  switch  for  Door  No. 
44; 

5.  Furnish  and  install  eight  fire  dampers,  each  with  access 
frame  and  door,  in  HVAC  air  ducts  and  furnish  and  install 
additional  fire  proofing  sheetrock  at  the  air  shaft  walls 
and  ceiling; 

6.  Drill  two  elevator  shafts  through  rock  and  install  steel 
casings  and  cap; 

7.  Modify  corner  guards  at  the  maintenance  floor; 

8.  Substitute  waterproofing  in  Water  Oil  Vault  interior 
walls  with  Tremco  TP-850  in  lieu  of  Tremco  TP-60. 
Substitute  Parking  Slab  waterproofing  with  Tremco  TP-60 
in  lieu  of  Tremply  Ballasted  Roofing  System; 
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9.  Fur  out  west    wall  4    inches  to  provide    cover  for  water 
drain  pipe  and  supply  lines  at  Lock  Room  153; 

10.  Furnish  and  install  one  key-operated  switch  with  housing 
for  parking  ramp  Access  Gate  Nos.  45  and  48; 

11.  Furnish  and  install  one  tire    spike  guard  at  the  parking 
ramp  at  the  entry  lane; 

12.  Revise  the    fire  sprinkler    manifold  in    accordance  with 
Fire  Department  requirements. 

C.     Contract  Modification  No.  6,  a  debit  of  $49,500.00. 

Provided  for  the  work  to  be  performed  as  directed  by  the 
Engineer  on  critical  path  tasks  to  accommodate  the  schedule 
constraints  for  the  parking  occupancy  phase. 

Total  Contract  Modifications  for  MR-860  =  $232,471.00 
(3.3%  of  Contract) 


HH-804E    -    Early  Intake  Switchyard  -  Ground  Mat  Modifications 


Contract  Modification  No.  1,  no  change  in  contract  amount. 

Provided  for  the  following  work  and  extended  the  contract  time  7 
calendar  days: 

Modify  approved  trenching  equipment  to  allow  the  use  of  a  low 
profile  mechanical  trencher  for  the  installation  of  the  new 
internal  perimeter  ground  wire  loop.  The  equipment  shall  meet 
all  applicable  safety  standards  in  regards  to  working  in  the 
vicinity  of  energized  high  voltage  lines. 

Total  Contract  Modification  for  HH-804E  =  $0.00 
(0%  of  Contract) 


RRY:fmd 


0800F 


C±Ti  AND  COUNTY  UF  SAN  FRANCISCO 
PUBLIC  UTILITIES  COMMISSION 


RATE  SCHEDULES 
FOR  FURNISHING  miXM  ISTTCHY  POWER 
TO 

PRIVATE  CONSUMERS 
AND 

MUNICIPAL  DEPARTIMENTS  OF  THE  CITY  AND  COUNIT  OF  SAN  FRANCISCO 


ESTABLISHED  BY 
PL'BHC  UTILITIES  CCMMLSSION  RESOLUTION  NO. 
DATED 


HEnUH  HETCHY  WA'i-ER  AND  POWER 
1155  MARKET  STREEl'  4111  FUX)R 
SAN  FRAICISCO,  CALIFORNIA  91103 


CITY  AND  COUNTY  OF  SAN  FRANCISCO 
PUBLIC  UTILITIES  COMMISSION 
HETCH  HETCHY  WATER  AND  POWER 
SCHEDULE  OF  ELECTRIC  RATES 

The  following  are  currently  effective  pre7ai ling"  rates  in  the  Hetch 
Hetchy  service  area  as  approved  by  the  Cailifornia  Public  Utilities 
Commission. 

Schedule 

No.  Title  of  Sheet 

COMMERCIAL/ INDUSTIAL 
A-1  General  Service 

A- 10         Alternative  Rate  for  Medium-Use  Customers 
A-15         Direct  Current  General  Service 

E-20         Service  to  Customers  with  Demands  of  500  Kilowatts 
or  greater 

LIGHTING  RATES 

LS-1         Street  and  Highway  Lighting 

LS-2         Street  and  Highway  Lighting 

lS-3         Street  and  Highway  Lighting 
Electrolier  Meter  Rate 

TC-1         Traffic  Control  Service 

POWER  SERVICE 

PA-1         Agricultural  Power 


HETCH  HETCHY  WATER  AND  POWER 
SCHEDULE  OF  ELECTTRIC  RATES 


5CHE0ULE  A-1— GENERAL  SERVICE 
APPL ICAB IL 1 TY :     This  schedule  Is  applicable  to  single-phase  or  polyphase  alternating-current 


service,   or  to  a  combination.     This  schedule  Is  not  available  for  service  for  which 
Schedule  E-20  Is  applicable.     This  schedule  Is  not  applicable  to  residential  or  agricultural 
service  for  which  a  residential  or  agricultural  schedule  Is  applicable. 

TERRITORY:     The  entire  territory  served. 


RATES: 


CUSTOMER  CHARGE:     SINGLE-PHASE  SERVICE  (per  meter  per  month):    $5.00 

•POLYPHASE  SERVICE  (per  meter  per  month):    $6.25 

ENERGY  CHARGE  (per  kwh):  " 

Summer:    $0.10956(1) 

Winter:    $0.09004(1) 

SPECIAL  CONDITIONS: 


1.  For  customers  who  use  service  for  only  part  of  the  year,  this  schedule  is  applicable 
only  on  annual  contract. 

2.  The  summer  (Period  A)  rate  Is  applicable  Hay  1  through  October  31.     The  winter 
(Period  B)  rate  Is  applicable  November  1  through  April  30.    When  billing  Includes  use  In  both 
Period  A  and  Period  B,  charges  will  be  prorated  based  upon  the  number  of  days  In  each  period. 


"Three-phase,  except  that,  In  some  localities,  two-phase  service  Is  available  to  existing 
customers  only. 


As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.    88-12-100,  et  al.  Effective:    January  1,  1989 


TtETCH  HETCHY  WATER  AND  POWElR 

SOrnjUt^  OF  ELtCTRIC  Yi.\ThS 


SCHEDULE  A-10--ALTERNATIVE  RATE  FOR  HEDIUH-USE  CUSTOMERS 

If  you  would  normally  take  service  under  Schedule  A-1,  you  are  also  eligible  for  service  under 
Schedule  A-10.     This  schedule  Is  not  available  to  agricultural  service  for  which  an  agricultural 
schedule  Is  applicable. 

Schedule  A-10  applies  to  both  single-phase  and  polyphase  alternating-current  service  (for 
definitions  of  those  terms,  see  Section  D  of  Rule  2). 


MAXIMUM  OEKANO 
ALLOWED: 


TERRITORY: 
RATE: 


BASIS  FOR  DEMAND 
CHARGE: 


Under  Schedule  A-10.  there  Is  a  limit  on  the  number  of  kilowatts  (kw) 
you  may  require  from  the  PGiE  system  {your  "■demand").     If  your  demand 
reaches  or  exceeds  500  kw  for  three  consecutive  months,  your  account  will  be 
transferred  to  Schedule  E-20. 

PGiE's  entire  service  territory. 


Per  Month 

  J50.00 

  J  3.03 [1) 

Summer 

ENERGY  CHARGE  (per  kwh)    50.09132(1) 


CUSTOMER  CHARGE   

DEMAND  CHARGE  (per  kw) 


Winter 
$0.07205(1) 


VOLTAGE  DISCOUNTS: 


You  will  be  billed  for  your  demand  according  to  your  "maximum  demand"  each 
month.    The  number  of  kw  you  are  using  will  be  recorded  over  15-m1nute 
Intervals;  the  highest  15-m1nute  average  in  the  month  will  be  your  maximum 
demand , 

SPECIAL  CASES:     (1)  If  your  maximum  demand  has  exceeded  400  kw  for 
three  consecutive  months,  30-mlnute  Intervals  will  be  used  for  averaging. 
You  will  be  returned  to  15-mlnute  intervals  when  your  maximum  demand  has 
dropped  below  300  kw  and  remained  there  for  12  consecutive  months.     (2)  If 
■your  use  of  energy  Is   Intermittent  or  subject  to  violent  fluctuations,  a 
S-mlnute  or  15-mlnute  Interval  may  be  used.     (3)  If  you  use  welders,  your 
demand  charge  will  be  subject  to  the  minimum  demand  charges  for  those 
welders'   ratings,  as  explained  In  Section  J  of  Rule  2. 

You  may  be  eligible  for  a  discount  on  the  charges  shown  above  If  you  take 
delivery  of  electricity  at  a  voltage  level  greater  than  that  PG&E  normally 
makes  available  to  customers. 

To  qualify  for  a  discount,  you  must  take  your  service  at  one  of  the 
standard  primary  or  transmission  voltages  specified  In  Rule  2. 

The  voltage  discount,   if  any.  will  be  applied  to  the  Demand  Charge. 

Discounts  are  applied  In  any  month  as  follows: 

(1)  $2.24  per  kw  of  maximum  demand  when  service  Is  delivered  at 
60,000  volts  or  above 

(2)  $1.12  per  kw  of  maximum  demand  when  service  Is  delivered  at  a 
standard  service  voltage  between  2,000  and  50,000  volts  and 
there  la  only  one  stage  of  transformation  between  your  service 
voltage  and  PG&E's  transmission  voltage  (50,000  volts  or  greater). 


•Public  agencies  are  exempt  from  the  steel-surcharge  adjustment  portion  of  the  Adjustment 
Rate.     (See  the  Rate  Schedule  Summary  In  the  Preliminary  Statement.) 


(C) 
(C) 


(Continued) 


As  authorized  by  the  C^alifomia  Public  Utilities  Cormiission 
Decision  No.    88-12-100,  et  al .  Effective:  January  1,  1989 


"HETCH  HETCHY  WATER  AND  PO\-/ER 
SCHEDULE  OF  ELECTRIC  RATES 


COMMERCIAL/ INDUSTRIAL/GENERAL 
■  ■SCHEDULE  A-lO-ALTERMATIVk  M\l         HEDIUH-USE  CUSTOMERS 


(Conti  nued) 


VOLTAGE  DISCOUNTS:  (Continued) 


Voltage  discounts  «n 1  not  apply  when  delivery  Is  made  at  less  than  2  000 
volts.  ' 

PCiE  retains  the  right  to  change  its  line  voltage  at  any  time.  Customers 
receiving  voltage  discounts  will  get  reasonable  notice  of  any  impending 
change.     They  will. then  have  the  option  of  taking  service  at  the  new  voltage 
(and  making  whatever  changes  +fr=theTr  systems  are  necessary)  or  taking 
service  without  a  voltage  discount  through  transformers  supplied  by  PCiE 


POWER  FACTOR 
ADJUSTMENT: 


When  your  maximLfn  demand  has  exceeded  itOO  kw  for  three  consecutive  months 
and  thereafter  until  It  has  fallen  below  300  Vw  for  12  consecutive  months, 
your  bill  will  be  adjusted  for  weighted  monthly  average  power  factor  as 
follows:     If  your  average  power  factor  Is  greater  than  85  percent,  your 
total  monthly  bill   (including  any  voltage  adjustment  but  excluding  any 
taxes)  will  be  reduced  by  .06  percent  for  each  percentage  point  above 
85  percent.     If  your  average  power  factor  is  below  85  percent,  your  total 
monthly  bill   (including  any  voltage  adjustment  but  excluding  any  taxes)  will 
be  Increased  by  .06  percent  for  each  percentage  point  below  85  percent. 
Such  average  power  factor  will  be  computed  (to  the  nearest  whole  percent) 
from  the  ratio  of  lagging  reactive  kllovolt  ampere  hours  to  kllonatt  hours 
consumed  in  the  month.     No  power  factor  correction  will  be  made  for  any 
month  when  the  customer's  maximum  demand  is  less  than  ten  percent  of  the 
highest  such  demand  In  the  preceding  11  months. 


(9) 


(C) 


CONTRACT: 


Service  under  Schedule  A-1 0  Is  available  on  an  annual  basis  only.  Contracts 
will  be  required  from  customers  whose  operations  are  seasonal. 


SPECIAL 
CONDITIONS: 


The  surrmer  (Period  A)  rate  is  applicable  Hay  1  through  October  31.  The 
winter  (Period  B)  rate  is  applicable  November  1   through  April  30.  Mien 
Period  A  and  Period  B  proration  is  required,  charges  will  be  based  on  the 
average  daily  usage  for  the  full   billing  month  times  the  nunber  of  days  In 
each  period. 


As  authorized  by  the  California  Public  Utilities  Commission 
Advice  Letter  1175-E  Effective:    March  1,  1988 


HETCH  HETCHY  WATER  AND  POWER 
SCHEDULE  OF  ELECTRIC  RATES 


SCHfOULE  A-15— DIRECT-CUaBENT  GENERAL  SERVICE 

APPLICABILITY:     This  schedule  Is  applicable  to  direct  current  lighting  service.   Including  lamp 
socket  appliances  and.  at  the  customer's  option,   to  direct  current  service  for  power  and  heating 
alone  or  combined  with  lighting  on  the  same  meter.     This  schedule  Is  applicable  only  to  those 
establishments  which  continued  service  under  this  schedule  on  and  after  February  13,  1971, 

TERRITORY :     Certain  downtown  areas  of  San  Francisco,  Oakland  and  Stockton  where  direct  current 
Is  ava liable. 

RATES: 


FACILITY  CHARGE   (eer  meter  per  month) :   iS.OO 

CUSTOMER  CHARGE  (per  meter  per  month);    J5  00 

ENERGY  CHARGE  (per  kwh) : 

  $0.11457(1) 

'>^^^t^r:    $0.10228(1) 

SPECIAL  CONOITIONS: 

1.     The  summer  (Period  A)   rate   Is  effective  Hay  1  through  October  31.     The  winter 

(Period  B)   rate   Is  effective  November  1  through  April  30.     When  billing   includes  use 
in  both  Period  A  and  Period  B.  charges  will  be  prorated  based  upon  the  number  of  days 
in  each  period. 


As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.     88-12-100,   et  al.  Effective:     January  1,  1989 


I 


^I-UHL-IC  UTILITIES  CCMMTISiSIObr 
HETTCH  HErrCHY  WATER  AND  PO\^ER 
SCHEDULE  OF  ELECTRIC  RATES 


CONTENTS: 


COMHERCIAL/INDUSTR lAL/GEHERAL 
SCHEDULE  E-?0--SERVrCE   TO  CUSTOMERS  WITH  OEHANDS  OF  500  KILOUATTS  OR  MORE 


This  rate  schedule  is  divided  into  the  following  sections: 


1 .  App 1 icab  i  1  ity 

2.  Territory 

3.  Firm-service  rates 

4.  Definition  of  service  voltage 

5.  Definition  of  time  periods 
_6.  Nan-firm  seuice  rates 

7.  Power  factor  adjustments 


9. 
10. 
11 . 
12. 
-13. 
^14"  : 


Charges  for  transformer  losses 
Standard  service  facilities 
Spec  la  1  f ac 1 1 i  t  ies 

Arrangements  for  v 1  sua  1 -d i sp 1  ay  metering 

Service  re  1 i ab i 1 i ty  cho i ces 

Contracts 

Extended  non-f irm-servtce-agreement  rates 


1 . 


APPLICABILITY:     You  will  be  served  under  Schedule  E-20  if  your  maximum  demand  (maximum 
power  requirement)    is  500  kilowatts  (kw)  or  more  for  three  consecutive  months  unless  you 
are  a  qualifying  "water  agency,"  as  described  below. 

Definition  of  maximum  demand:     Demand  will  be  averaged  over  30-m1nute  Intervals 
"Maximum  demand"  will  be  the  highest  of  all  the  30-minute  averages  for  the  billing  month 
If  your  use  of  electricity  is   intermittent  or  subject  to  violent  fluctuations,   a  5-minute 
or  15-minute  interval  may  be  used  instead  of  the  30-mtnute  interval       If  you  have  any 
welding  machines,  your  diversified  resistance  welder  load,  calculated  In  accordance  with 
Section  J  of  Rule  2.  will  be  considered  your  maximum  demand  if   it  exceeds  the  maximum 
demand  that  results  from  averaging  your  demand  over  30-minute  Intervals.     Your  maximum- 
peak-period  demand  will  be  the  highest  of  all  the  30-minute  averages  for  the  peak  period 
during  the  billing  month.     (See  Section  5  for  a  definition  of  "Peak -Per  1 od ." ) 
tnn  i,'^^"  Customers:     If  you  are  a  new  customer  and  you  expect  your  maximum  demand  to  be 
500  kw  or  more.   PG&E  has  the  option  of  putting  your  account  on  Schedule  E-20  from  the 
start . 

Transfers  off  of  Schedule  E-20:     If  your  maximum  demand  drops  below  500  kw  and  remains 
there  for  12  consecutive  months.   PG&E  will  transfer  your  account  from  Schedule  E-20  to  a 
different  applicable  rate  schedule, 

Uater  Agencies:     If  your  service  qualifies  as  a  water  agency  with  at  least  70  percent 
of  the  water  pumped  on  your  account  going  directly  to  agricultural  applications,  you  must 
take  service  on  an  agricultural  schedule. 

2.  TERRITORY:     Schedule  E-20  applies  everywhere  P6&E  provides  electricity  service. 

3.  FIRM-SERVICE  RATES: 


CUSTOMER  CHARGE  (per  meter  per  month)    $100.00 


Service  Voltage: 
Season : 


Demand  Charges: 
Per  kw  Of  Maximum 

Peak-Period  Demand 
Per  kw  Of  Maximum 

Demand 

Energy  Charges : 

Peak-Period  (Per  kwh) 
Partial-Peak  Period 

(Per  kwh) 
Off-Peak  Period 

(Per  kwh) 

Average  Rate  Limit   (Per  kwhl: 

Peak -Per  iod  Rate  Limit 
(Per  kwhl 


Secondary  fE-20S) 
Summer   Winter 


Prlmarv  fE-20P) 
Winter 


Summer 


Transmission 

[E-2QT1 


Summer 


Winter 


$8-95(1) 
$3.03(1) 

$.08436(1 ) 
$.08034(1 ) 

$.04713(1) 
$.10083(1) 
$.74005(1) 


$3.03(1) 

$.08212(1) 
$.04263(1) 


i8.25( I ) 
51.92(1) 

$.07578(1) 
$.07390(1) 

$.04134(1) 
'$.10083(1) 
$.73572( I) 


51 .92(1) 


$6.89(1) 
$0.80(1 ) 


$.07152(1) 
$.07401(1)  $.05939(1) 

$.04006(1)  $.03791(1) 


$. 55802(  I) 


$0,80(1  ) 

$.05154(1) 
5-03957(1) 


(Cont inued) 


As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.    88-12-100,   et  al .  Effective:    January  1,  1989 


HETTCH  HETCHY  WATER  AND  POVVER 
SCHEDULE  OF  ELECTRIC  RATES 


COHMERC I AL/ I NDUSTR I AL/CENERAL 
SCHEDULE  E-20-SERVICc  TO  CUSTOMERS  WITH  QEMANOS  OF  SOO  KILOWATTS  OR  MORE 

(Continued) 

3-     FIRM-SERVICE  RATES:  (Cont'd.) 

a.  TYPES  OF  CHARGES:  Your  .-nonthly  charge  for  service  under  Schedule  E-20  is  the  sun,  of  . 
customer  charge,  demand  charges,  and  energy  charges:  ^  c        i s  tne  sum  or  j 

-  Your  customer  charge  is  a  flac  monthly  fee._ 

-  Schedule  E-20  has  t.vo  demand  charges,  a  maximum-pe-k-period-demand  charge  and  a 
maxmum-der.and  charge.     The  ma.imum-peak-period-demand  charge  per  kilowatt  applies  to  vcur 
max  mum  demand  during  the  month's  peak  hours,  and  the  maximum-Semand  charge  per  k  lowoJ' 
app  ,es  to  your  maxmum  demano  at  any  time  during  the  month.     Your  bill  wil /include  bo^\  of 
these  demand  charges.     (Time  periods  are  defined  in  Section  5.)  'nciuoe  Do^  or 

-  Your  energy  charge  is  the  su.i  of  your  energy  charges  from  Che  peak,  oartial-peak  and 
off-peak  periods.     You  pay  for  energy  by  the  ki lo»att-hour  (kwh),  Ind  rates  are 
differentiateo  according  to  time  of  day  and  time  of  year. 

"     Section"r!'  '"'^^        increased  or  decreased  based  upon  your  power  factor.  (See 

'    t"^T"ZZ\?^l^':""'''  fi^  =  d^-^^d,  and  energy  charges  you  pay  decends 

on  the  voltage  at  which  you  take  service.     Service  voltages  are  defined  in  Section  /belo.; 

schedule'  '-^'"^''^'^  '"'^  interruptible  service  C3n  be  found  in  Section  6  of  this  rate 

b.  AVERAGE-RATE  LIHITEH  (aoolies  to  firm  service  only):     |f  you  are  in  the  secondary  or 
pr-mary  voltage  classes  (and  do  not  take  service  under  E-2o'in  conjLt  cn  w  t^  Sche     U  S)  our 
b  lis  «,n  be  con  rolled  by  a  "rate  limiter"  during  the  summer  monJhs.     Your  bil     w        be  I:^^^^^^ 
iHcrtr^^e  \V.\VIZ  -  —  —  -e  rate  ^^^^ 

^  ^  .  ?•  /^^^^'"'OO  RATE  LIHITES  (applies  to  firm  service  only):     If  you  take  servic-  on 
Schedule  E-20  (whether  or  not  in  conjunction  with  Schedule  S),  your  bi  11  wi  ibe  con  ^;ned  b-  3 
Hniter"  during  the  summer  months.    Your  bi  1 1 'wi  1 1  be  redu  eS  i  H  c"    ary  o 

T.w  ?i:;tr:^iv:^%s?r:c\:Su,^^^^      ^  — ^  ^he 

DEFINITION  OF  SERVICE  VOLTAGE: 

Voltage!  I^e'rs^L'irR:^  2^  ''''''''  ^'""^        '"^^  ^^^^^^  ^^^^^ 

It^TT^^  ]^'\'^  l"'^'"^'  ^°ltage  is  less  than  2,000  volts 

or  ,r  the  definitions  or  "primary"  and  "transmission"  do  not  apply  to  your  service 

b.  Primary:     This  is  your  voltage  class  if  you  are  served  at  a  standard  servic-  voltac- 

:  ri^r  i     'v^U^     '^Sd  ^cIf-'  ^'^'^        transf^LJ^on^^et.:  :n 

your  service  voltage  and  PCiE's  transmission  voltage  (50,000  volts  or  greater). 

c.  Transmission:     This  is  your  voltage  class  i f  ,you  are  served  at  a  standard  se-vice 
voltace  greater  than  50,000  volts.  stor.udru  se,  /ice 


(Cone  i  nued ) 


As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.      86-12-095;   86-12-091  Effective:    January  1 ,  1987 


TO. ion  ntiTJMr  WATER  AND  POWEH" 

SCHEDULE  OF  ELECTTRIC  RATES 


COMMERCIAL/ INDUSTRIAL/GENERAL 
SCHEDULE  E-20--SERV1CE  TO  CUSTOMERS  WITH  DEhANDS  OF  500  KILOWATTS  OR  KORE 

(Continued) 

5.     DEFINITION  OF  TIME  PERIODS; 

Times  of  the  year  and  times  of  the  day  are  defined  as  follows: 

SUMMER  Period  A  (service  from  May  1  through  October  31): 

Pe^k:     12:00jioon  to  6:00  p.m.  Monday  through  Friday  {except  holidays) 

Partial-Peak:     8:30  a.m.  to  12:00  noon  AND  6:00  p.m.  to  9:30  p.m.  Monday  through 
Friday  (e;»cept  holidays) 

Off-peak:     9:30  p.m.  to  8:30  a.m.  Monday  through  Friday 

All  day  Saturday,  Sunday,  and  holidays. 


WINTER 


Period  B  (Service  from  November  1  through  April  30): 


(T) 


Partial-Peak  8:30  a.m.  to  9:30  p.m.  Monday  through  Friday,  except  holidays.  (C) 

Off-Peak  9:30  p.m.  to  8:30  a.m.  Monday  through  Friday,  except  holidays.  (C) 

All  Saturday,  Sunday  and  holidays.  (C) 

HOLIDAYS:  "Holidays"  for  the  purposes  of  this  rate  schedule  are  Ne«  Year's  Day,  Washington's 
Birthday,  Memorial  Day,  Independence  Day,  Labor  Day,  Veterans  Day,  Thanksgiving  Day.  and  Christmas 
Day.     The  dates  will  be  those  on  which  the  holidays  are  legally  observed. 

CHANCE  FROM  SUMMER  TO  WINTER  OR  WINTER  TO  SUMMER:     When  a  billing  month  includes  both  summer 
and  winter  days,  PCiE  will  calculate  demand  charges  as  follows.     It  will  consider  the  applicable 
maximum  demands  for  the  summer  and  winter  portions  of  the  billing  month  separately,  calculate  a 
demand  charge  for  each,  and  then  apply  the  two  according  to  the  number  of  billing  days  each 
represents.     NOTE:     if  your  meter  is  read  within  one  work  day  of  the  season  changeover  date  (May  1 
or  November  1),  PCiE  will   use  only  the  rates  and  charges  from  the  season  having  the  greater  number 
of  days  in  your  billing  month.     Work  days  are  Monday  through  Friday,  inclusive. 


(Continued) 


As  authorized  by  the  Olifomia  Public  Utilities  Commission 
Decision  No.    86-12-091  Effective:    November  1,  1987 


HETCH  HETCHY  WATER  AND  PO\'/ER 
SCHEDULE  OF  ELECTRIC  RA.TES 


COHHERCIAL/ IHOUSTRIAL/GEHERAL 
SCHEDULE  E-20--SERVrCE  TO  CUSTOMERS  WITH  DEHAHOS  OF   500  KUOUATTS  OR  MORE  (Continued) 

HOH-FIflH-SE«VtCE  RATES: 

These  rates  are  applicable  to  you  If  you  elected  to  take  a  non-firm.  Industrial- 
service  option  on  or  after  December  22.   1986.     See  Section  12,   "Service  Reliability 
C ho  Ices,"  for  an  explanation  of  non-f  irm-servlce  rates  and  to  see  If  you  are  eligible  for 
any  of  these  spec i a  1  - serv ice  options. 

CUSTOMER  CHARGE  (per  meter  per  month): 

CURTAUABLE    $290.00 

INTERRUPTIBLE    $300.00 


a.     CURTAUABLE  SERVICE: 
Service  Voltage: 
Curta  i  lab  le  Opt  Ion : 

Seasonj  


Transtn  i  ss  I  on 


Demand  Charges  (per  kw) : 
Maximum  Peak-Period  Demand 
Max Imum  Demand 

Energy  Charges : 

Peak  Period  (per  kwh) 
Partial-Peak  Period  (per  kwh) 
Off-Peak  Period  (per  kwh) 


Summer 


$4.35(1) 
$0.80(1} 


Winter 


$0.80(1) 


Summer 


$2.93(1) 
$0.80( I ) 


Winter 


$0.80(1 


S  ummer  Winter 


$0.05 
$0.80(1 


$0.80{ I ] 


$.07M9{1)        --  $,07  142  (!)        --  $.07131(1) 

$.06936(1)  $.05163(1)  $.06930(1)  $.05161(1)  $.06921(1)  $.05157(1) 
$.03789(1)  $.03957(1)  $.03788(1)  $.03955(1)  $.03784(1)  $.03953(1) 


Excess  Demand  Charge: 
(Number  of  Occurrences 

in  Prior  12  Months  - 

per  kvt) 

Service  Voltage: 
Curtatlable  Option: 
Season :  


One 
Two 

Three  or  More 


$2.32 
$4.64 

$6.96 


$  3.64 
$  7.29 
$10.93 

P  r  ima  r V 


$  6.29 
$12.58 
$18.87 


Demand  Charges  (per  kw) : 
Maximum  Peak-Period  Demand 
Max Imum  Demand 

Energy  Charges : 

Peak  Period  (per  kwh) 
Partial-Peak  Period  (per  kwh) 
Off-Peak  Period  (per  kwh) 


Summer 


$4.87(1) 
$1.92(1) 


Winter 


$1.92(1) 


Summer 


$3.46(1) 
$1.92(1) 


Winter 


$1.92(1) 


Summer 


$0.00 
$1.92(1) 


Winter 


$1.92(1) 


$.07675(1)        --  $,07670(1}  $.07547(1} 

$.07387(1)  $.07397(1)  $.07382(1)  $.07391(1)  $.07263(1)  $.07274(1) 
$.04133(1)  $.04006(1}  $.04132(1)  $.04005(1)  $.04117(1}  $.03990(1) 


Excess  Demand  Charge: 
(Number  of  Occurrences 

in  Prior  12  Months  - 

per  kw) 

Service  Voltage: 
Curtailable  Option: 
Season :  


One 
Two 

Three  or  More 


$3.11 

$5,23 
$9  ,34 


$  4.89 
$  9.79 
$14.68 

Seconda  r Y 


$  8-45 
$16.90 
$25.35 


Demand  Charges   (per  kw): 
Max  imum  Peak- Per  led  Demand 
Maximum  Demand 

Energy  Charges: 

Peak  Period  (per  kwh) 
Partial-Peak  Period  (per  kwh) 
Off-Peak  Period  (per  kwh) 


Summer 


$5.89(1) 
$3.03(1) 


Winter 


$3.03(1) 


Summer 


$4.10(1) 
$3.03(1) 


Winter 


$3.03(1) 


Summer 


$0.00 
$3.03(1) 


Winter 


$3.03(1} 


$.08434(1)        --  $.08429(1)        --  $.08354(1} 

$.08031(1)  $.08209(1)  $.08026(1)  $.08204(1)  $.07962(1)  $.08133(1) 
$.04713(1)  $.04263(1}  $.04713(1}  $.04262(1)  $.04713(1)  $.04262(1) 


Excess  Demand  Charge: 
(Number  of  Occurrences 

in  Prior  12  Months  - 

per  kw) 


One 
Two 


$3.11 
$6.23 


Three  or  More  $9.34 


$  4.89 
$9.79 
$14.68 


$  8.45 
$16.90 
$25.35 

(Cont inued) 


As  authorized  by  tlie  California  Public  Utilities  Commission 
Decision  No.    88-12-100,   et  al.  Effective:    January  1,  1989 


PTAJBLIC  UTTLTTTES  C30M^ftSSTO^^ 

HETCH  HETCHY  WATER  AND  PO\-/ER 
SCHEDULE  OF  ELECTRIC  R-^TES 


COHHERCIAL/IHDUSTRIAL/GENERAL 
SCHEDULE  E-30--SERV1CE  TO  CUSTOMERS  WITH  DEHANOS  OF  500  KILOWATTS  OR  MORE 


(Cont  inued) 


6.   NON-FIRH-SERVICE  RATES:  (Cont'd.) 
b.     IMTERRUPTIBLE  SERVICE: 


Service  Voltage: 
Curta  i lable  Opt  ion : 
Season : 


Transm I s s  i on 


Demand  Charges   (per  kw) : 
Maximum  Peak-Period  Demand 
Maximum  Demand 

Energy  Charges: 

Peak  Period  (per  kwh) 
Partial-Peak  Period  (per  kwh) 
Off-Peak  Period  (per  kwh) 


Summer 


$0.00 
so. 80(1 } 


Winter 


10.80( 1 


Summer 


$0.00 
JO. 80(1) 


Winter 


JO. 80(1) 


Summer 


JO, 00 
$0.80(1) 


Winter 


50.80(1) 


$.06629(1)        --  $.06198(1)        --  $.05525(1) 

$.06431(1)  $.04815(1)  $.06015(1)  $.04522(1)  $.05362(1)  $.04111(1) 
$.03699(1)  $.03848(1)  $.03623(1)  $.03759(1)  $.03580(1)  $.03638(1) 


Excess  Demand  Charge: 
(Number  of  Occurrences 

in  Prior  12  Months  - 

Per  kw) 

Service  Voltage: 
Curta  i  lable  Opt  ion : 
Season :  


One 
Two 


$  8.28 
$16. 55 


Three  or  More  $24.83 


$  9.92 
$19.83 
$29.75 

Pr Imary 


$12.25 
$24.50 
$36.75 


Oemand  Charges   (per  itw)  : 
Max  imum  Peak-Period  Oemand 
Max  imum  Demand 

Energy  Charges: 

Peak  Period  [per  kwh) 
Partial-Peak  Period  (per  kwh) 
Off-Peak  Period  (per  kwh) 


Summer 


$0.00 
$1.92{I) 


Winter 


$1  .92(1) 


Summer 


$0.00 
$1.92(1) 


Winter 


$1.92(1) 


Summe r 


$0.00 
$1.92(1) 


Winter 


$1.92(1) 


$.06978(1)  $.06356(1)        --  $.05842(1) 

$.06716(1)  $.05726(1)  $.05119(1)  $.06127(1)  $,05624(1)  $.05630(1) 
$.04069(1)  $.03945(1)  $.03920(1)  $.03800(1)  $.03920(1)  $.03800(1) 


One 
Two 


Excess  Demand  Charge: 
(Number  of  Occurrences 

in  Prior  12  Months  - 

per  kw) 

Serv  ice  Vo  1  tage : 
Curtailable  Option: 
Season : 


Demand  Charges  (per  kw) : 
Maximum  Peak-Period  Demand 
Max  imum  Demand 

Energy  Charges: 

Peak  Period  (per  kwh) 
Partial-Peak  Period  (per  kwh) 
Off-Peak  Period  (per  kwh) 


$U  .  12 
$22.24 


Three  or  More  $33,36 


$13,34 
$26.69 
$40,03 

Seconda  r V 


$16.46 
$32.91 
$49.37 


Summer 


$0.00 
$3.03(1) 


Winter 


$3.03(1) 


Summer 


$0,00 
$3.03(1) 


Winter 


$3.03(1) 


Summer 


$0-00 
$3.03(1) 


Winter 


$3.03(1) 


$.07795(1)  $.07291(1)        —  $.06637(1) 

$.07422(1)  $.07585(1)  $.06944(1)  $.07097(1)  $.06319(1)  $.06459(1) 
$.04673(1)  $.04227(1)  $.04603(1)  $.04153(1)  $.04550(1)  $.04117(1) 


Excess  Demand  Charge: 
(Number  of  Occurrences 

in  Prior  12  Months  - 

per  kw) 


One 
Two 


$11.12 
$22.24 


Three  or  More  $33,36 


$13.34 
$26.69 
$40.03 


$16.46 
$32.91 
$49.37 


(Continued) j 


As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.    88-12-100,  et  al.  Effective:    January  1,  1989 


HETCH  HETCHY  WATER  AND  POWER 
SCHEDULE  OF  ELECTRIC  RATES 


,  COMMERCIAL/ INDUSTRIAL/GENERAL 

SCHEDULE  E-20-SERVICE  TO  CUSTOMERS  WITH  DEHAHDS  OF  500  KILOWATTS  OR  MORE 


(Continued) 


7.  POWER  FACTOR  ADJUSTMENTS: 

from  Ir/rllll  "J'.^^'^^^-i^^ted  based  upon  your  po«er  factor.     Your  po«er  factor  Is  co:Tputed 
mon?h      Pn       f    .  ^  reactive  kH ovol t-ampere-hours  to  the  kilowatt-hours  consumed  In  the 

month.     Power  factors  are  rounded  to  the  nearest  t^hole  percent  laumea  in  tne 

The  rates  in  this  rate  schedule  are  based  on  a  power  factor  of  85  percent.     If  vour 
IVuT.  f^'-i  H^h'^'nl-^'^'r/'""        P^rcent^yr  total  monthly  bill   (excluding  any  taxes) 
wm  be  reduced  by  .06  percent  for  each  percentl^point  above  85  percent.     If  your  average 
power  factor  Is  below  85  percent,  your  total  monthly  bill   (excluding  any  taxes)  will  be 
increased  by  ,06  percent  for  each  percentage  point  below  85  percent. 

8.  CHARGES  FOR  TRANSFORMER  LOSSES: 

m.^.r!L^^n)*l^^Jh'''i''^  ^"d^^QO"  transformation  between  PCiE's  delivery  point  and  the 

Wr.l;5/v  and  energy  meter  readings  used  in  determining  your  charges  will  be 

increased  to  correct  for  trans  ormer  losses.  A  2-percent  addition  will  be  made  fo?  each  tage 
of  transformation  between  PCAE's  delivery  and  metering  points. 

9.  STANDARD  SERVICE  FACILITIES;  ■ 

s.h  h'[  ^r^^n'"'''^  ^""^^'V   '"^  """^  °'"  "dd^tlonal   facilities  to  provide  you  with  service  under 
Schedule  E-20,  you  may  have  to  pay  some  of  the  cost.     Any  advance  necessary  and  any  monthly 
ln",H      H  ^h'  >P"1fied  in  a  facilities  charge  agreement,     See^Ru^es    '  15. 

and  16  and  the  facilities  charge  agreement  form  (Form  No.  79-245)   for  details 
V        -m'Iu^'*!  installed  to  serve  yog  may  be  removed  when  you  have  your  service  discontinued 

InH  '°  '"^'^  '^^t  "'^  °'  °'  investment  in  the  faclHtle        Terns  ' 

and  conditions  for  repayment  will  be  set  forth  in  your  facilities  charge  agreement. 

10.  SPECIAL  FACILITIES: 

PCAE  will  normally  Install  only  those  standard  facilities  it  deems  necessary  to  provide 
service  under  Schedule  E-20.     If  you  request  any  additional   facilities,  those  facilities  nil] 
be  treated  as  "special  facilities"  In  accordance  with  Section  I  of  Rule  2. 

11.  ARRANGEMENTS  FOR  VISUAL-DISPLAY  HETERING; 

_   If  you  wish  to  have  vi sua  1 -di spl ay  metering  equipment  in  addition  to  your  regular  moterlno 
equipment,  you  must  submit  a  written  request  to  PCiE.    PCiE  will  provide  and  Install  the 
equ  pment  within  160  days  of  receiving  your  request.     The  vi sua! -dl spl ay  metering  equipment 
will  be    nstalled  near  your  present  metering  equipment.    You  will  be  responsible  for  providing 
the  required  space  and  associated  wiring, 

PG4E  will  continue  to  use  the  regular  metering  equipment  for  billing  purposes. 

12.  SERVICE  RELIABILITY  CHOICES: 

As  noted,  the  rates  in  the  chart  in  Section  3  of  this  rate  schedule  apply  to  firm  service 
only.     (  Firm    means  service  where  PCiE  provides  a  continuous  and  sufficient  supply  of 
electricity  as  described  in  Rule  U.)     in  addition  to  firm  service,  two  other  types  of  service 
are  available  under  Schedule  E-20: 

-    CURTAILABLE,  meaning  that  on  no  more  than  a  specified  nunber  of  occasions  you  may  be 

required  to  cut  back  to  a  designated  number  of  kw  when  requested  to  do  so  by  PC4E  when,  in 
PCiE  s  sole  Judgement,  a  system  condition  exists  or. may  exist  which  will   impair  the 
ability  of  PCiE  to  meet  the  demands  of  its  other  customers. 


(C) 


(C) 


(Continued) 


As  authorized  by  the  California  Public  Utilities  Commission 
Advice  Letter  No.   1175-E  Effective:    March  1,  1988 


»*VBLIC  UTTLXTIES  CSOMMISSioN" 
HETTCH  HETCHY  WATER  AND  POWER 
SCHEDULE  OF  ELECTRIC  RATES 


COKMERC I AL/ INDUSTRIAL/GENERAL 
SCHEDULE  E-20-5ERV1CE  TO  CUSTOMERS  WITH  DEMANDS  OF  500  KILOWATTS  OR  MORE 

(Continued) 


12.    SERVICE  RELIABILITY  CHOICES:  (Cont'd.) 

"    !!JnM?r^H^!^^^'  """"I?^  "°  """^^  '^^'^  ^  specified  number  of  occasions  you  may  be 

fc4    »Sen     In'p^r'  "^-^"P^f  ble  electricity  service  »hen  reques  eHo    J  so  by 

Ft.4E  when,  1  n  PC4E  s  sole  Judgement,  a  system  condition  exists  or  nay  exist  «hlch 
impair  tbe  abinty_of  PGAE  to  meet  the  dematub  of  its  other  customers      A  so      n  edd  tion 
to  comp  ying  «ith  requests  for  i  nterrupti  oT^TT^ou' ag  ree  to  be  subject  at  au'tmes  to 
automatic  interruptions  caused  by  an  underf  r^qSency'rel  ay  «hlch  miirbe  inliafl^d! 

a.  ELIGIBILITY  CRITERIA  FOR  CURTAIUBLE  AND  INTERRUPTIBU  SERVICE-     To  auallfv  for 

r  L^^u  ?nr;3^s'ol%r^^!"'  r^i'^r'         p.ak-peri:d'd:m  n  rat 

least  bUO  k«  during  each  of  the  six  summer  billing  months  preceding  your  application  to  take 
this  type  °f  "rvfce.  Average  peak-p«riod  demand  (s  the  total  number  of  k^h  you  u^e  duMno 
the  Snnth^r  ?  ^'^'^"9  month  divided  by  the  total  number  of  pea^-peMod"ours  Jn 

PclETsat  sfa^t^r^haf  th  '"u^  '''^  °'  '"""'^  "rvi  ce'^ust'd  monsJ  ra  :  o 

i?o\:  or::::rqu:^?v?o?  c:;iaT?:b"n'or^?nre^^:^:i^r:er:?ce"'^-^""^-'"  ^--^ 

b^nnXthsV;ce5ln;  ^h:  ll:V,ll\jr  ""^^^  P-^-Penod  demands  for  the  last  six  su^er 

b.  OPTIOHS:     If  you  qualify  for  and  choose  to  take  curtailable  or  i  nterrunt  1  hi  i-  *^rvl^. 
you  pay  reduced  rates.     (See  the  rate-table  page).     The  amount  of    he  r  diction  f  cm     I  m-' 
service  rates  depends  on  which  of  three  options  (A,  B.  or  C)  you  select      ThI  nr.Mnn,  niff  • 
the  minimum  amount  of  notice  you  nl  11  receive  be!o?e  ;  request  imJJ'or'  ru      ^n  " 
;«r!  Is  JolZs?          °                    curtailments  or  interJuptions  you  «iU  be  subject  ^fiach 


(T) 


Option  A 
Option  B 
Option  C 


Minimum  Amount 
of  Notice 

1  hour 
30  minutes 
10  minutes 


Maximum  Number 
of  Requested 

Curtailments  or 
Interruptions 
(per  year) 

15 
30 
45 


Maximum  Duration 
of  Requested 
Curtailment  or 
Interrupt! on 
[ I n  hours) 

6 
6 
6 


Maximum 
Annual 
Duration 
(In  hours) 

50 
100 
200 


tn^..?^  MK?     •     ■/"'^  ^         curtailable  service  are  the  same  as  Options  A,  B,  and  C  for 
Hea  e  no  «    h^      "  II    "Ik?"  ^^^l^' ^[^^^"^  "^^l"         maximum  number  of  r^quists  are  concerned. 
Inte  ruo?  ons    X  •  f        '.J'"'^*  °J  conditions  covers  only  requested  curtailments  and 
seJvIce'u  subjel^!  "  °"         """^'^  °'  ^H^^I-tic  Interruptions  to  which  1  nterruptl  bl , 

ii"*"  ''V^"^'"'^  previously  receiving  non- f  I  rm  serv  i  ce  under  Schedule  A-71  or  A-2 


hTT-  ■  iig  J  „yju',,,m  service  unoer  Schedule  A-21  or  A-22-  If 

under  SchLurArnn'i  ^r^'^^f^r  ^P^^  ""^^-urta.  I  ab  I  e  or  I  nter  ruptl  b  I  e  Llectric  5e  v  ce' 
serv  ce-^el^lbinJl  n  M  .      I'^W  ^I'^Z^'''  ^"'^         continue  your  A-21  or  A-22 

?h  s  tir m  schi  ule  '         '  "^'^  ''^'^""'^  '''''  ^"  Section  H  of 


r.,-,  <  h  /ySTOHER-REOUESTED  CHANGES  IN  OPTIONS  OR  RELIABILITY  LEVELS:     See  Section  12  of  this 

?  ;o"^:aue:t  rcS.niryr'°"  °'  contractual  length-of-servlce  requirements  you  may  ha^e  Jo  meet 
P\ZTi  nlT.        I  ?  ^    I  ^°  another  or  from  one  level  of  reliability  to  another, 

sirv  ce    ^Le         r  from  I  nterrup  1 1  bl  e  service  to  either  curtailable  service  or  firm 

service,  PCiE  may  require  up  to  throe  years'  written  notice. 


(Continued) 


As  authorized  by  the  (^lifornia  Public  Utilities  Commission 
Advice  Letter  1137-E-A  Effective:    March  11,  1987 


^PUBLIC  UTILITIES  COMMISSION 
HETCH  HETCHY  WATER  AND  PO\srER 
SCHEDULE  OF  ELECTTRIC  RATES 


'  COMHERC I AL/  IN0U5TR  I  AL/CENgRAl 

SCHEDULE  E-20--SERVICE  TP-CDSIOHtkS  WIIH  blHmZ  OF  500  KILOWATTS  OR  MORE 

f  ■  (Continued] 
12.     SERVICE  RELIABILITY  CHOICES:  (Cont'd.) 

:Sd??,rtr":j";:i:?'.i;- -  —         -":ni%'"  rcJ::;.r° 

For  each  failure  to  fully  comply  „fth  a  request  for  interruption  or  curteilment    vou  will 
be  assessed  an  excess  demand  charge.     This  charge  will  vary  according  to  your    ervJc^  voUa  e 
cnmn  '"*^'^^^l'ty  Option  you  have  selected,  and  hc«  Lny  times  you  have  Jl  leS  to    u  Iv' 

your  option.     You  will   be  asked  to  make  your  best  effort  to  comply.     You  Mill  not  be  fl5^«^,^H 

f.  PROVISIONS  SPECIFIC  TO  CURTAIUBLE  SERVICE: 

(1)    Required  adjustments:    As  a  curtailable-service  customer,  you  must  maintain  a 
mil  h  ^r'^  f  °  firm-service  level  and  your  average 

monthly  summer  peak-per  od  demand.     If  the  difference  is  less  than  500  Wn  fo?  any 
servtr^r     l'"''"?^  ^"'"^"^         ^^-month  period,  you  must  designate  a  nev,  firm-  ^ 
service  level.     This  new  f  m  service  level  must  be  at  least  500  k„  belo«  the 
ur7cl^inl  '^V^'  d^3"ds  for  the  last  six  surrrrier  billing  months 

IZnlt  21  T  designation.     If  you  cannot  meet  this  requirement.  PCiE  «i  1 1 

change  your  account  to  firm  service.  - 

llllTl)  I'^^^'lnT^'-  '"'^  decrease  your  firm  service  level  effective  with  the 

start  of  any  billing  month,  provided  you  give  PGiE  at   least  30  days'  written 
TMll'n  n!^-  """l  in^Ll^  yo"--  ffrm  service  level  only  once  a  year,  by  giving  PC4E 
Z\t  K  v'k''!':!'"  January      and  February  1.     The  increased  fl  m  ie^vice  level 

se  vic^   Wl^nS  '  'J'"   "  '''''  '  '^'f'"-"  between  your  firm 

iZrlV  A  )V  ^  average  monthly  summer  peak-period  demand.  The 

Increased  firm  service  level  w.ll  become  effective  with  the  first  regular  reading 
of  your  meter  on  or  after  February  15.  <«:<juMiy 

g.  BILL  REDUCTIONS  FOR  CURTAIUBLE  CUSTOMERS: 

hHnnlf  hT';k  ^itV^  P"k-perlod  demand  charges  for  curtallable  service  shall 
m?nM^^I!  5"  d  fference  between  your  average  demand  in  the  pealc  time  period 

7  rm         /      h  iri''  '■'T?^*^"'  "^he  peak-period  charges  for 

firm  service  shall  be  applied  to  the  peak  period  demand  less  the  above  difference. 


(T) 


(C) 


(0 
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As  authorized  by  the  California  Public  Utilities  (^mmission 
Advice  Letter  1154-E-A  Effective:    August  26,  1987 


■RUfL^lC  UTILl'l'lES  OUMPnSSTON 

HETCH  HETCHY  WATER  AND  PO^-TER 
SCHEDULE  OF  ELECTTRIC  RATES 


COl  IHERC I AL/  IMDUSTR I AL/CENERAL 
SCHEDULE  E-20--5ERVICE  TO  CUSTOME.^S  WITH  DEMANDS  OF  500  KILOWATTS  OR  MORE 

( Conti  nued) 

12.     SERVICE  RELIABILITY  CHOICES:  (Cont'd.) 

g.     BILL  REDUCTIONS  FOR  CURTAIU8LE  CUST0HER5 :  (Cont'd.) 

(2)     Energy  charges:     Reduced  energy  charges  for  curtai'Iable  service  shall  be  applied  to  I 
(a-b),  where  (a)   is  the  number  of  kilowatt-hours  used  in  the  time  period  and  (b)  is 
"    the  product  of  the  Firm  Servi  ce-torel'  -and  the  number  of  hours  in  the  time  period, 
(a-b)   shall  not  be  less  than  lero. 


h.     PROVISIONS  SPECIFIC  TO  I NTERRUPT I BLE  SERVICE: 

(1)  Changes  in  the  demand  of  1  nterruptl b  1  e-aervi ce  customers:     If  you  are  talcing 
interrupCible  service  and  your  average  monthly  peak-period  demand  is  less  than 
500  Ww  for  any  three  summer  months  during  any  12-monch  periofi  you  may  be  required 

-  -      to  change  to  firm  service. 

(2)  Details  on  automatic  Interruptions:     If  you  are  taking  i nter rupti bl e  service, 
service  to  you  will  be  automatically  Interrupted  if  the  frequency  on  the  PCiE 
system  drops  to  59.75  hertz  for  six  cycles.     PCAE  will   install   and  maintain  a 
digital  under f requency  relay  and  whatever  associated  equipment  it  believes  is 
necessary  to  carry  out  such  automatic   Interruption.     Relays  and  other  eouipnent 
will   remain  the  property  of  PCiE.     If  more  than  one  relay  is  required,  PCiE  will 
provide  the  additional  relays  as  "special   facilities,"  at  your  expense,  in 
accordance  with  Section  I  of  Rule  2, 

In  addition  to  the  underf requency  relay,  PCiE  may  install   equipnent  that  would 
automatically  interrupt  service  in  case  of  voltage  reductions  or  other  operating 
condi  tions. 

Metering  requirements  for  I nterrupti bl e  service:     If  you  taVe  i nterrupti b 1 e  service 
under  Schedule  E-20  in  combination  with  either  firm  or  curtailable  service,  you  will 
have  to  have  a  separate  meter  for  the  i nter rupti bl e  service.     If  you  are  taking 
service  under  more  Chan  one  i nterrupti b  1  e-servi ce  option,  you  will  have  to  have  e 
separate  meter   for  each  option.     PCiE  will   provide  the  meter  sets,  but  you  will  be 
responsible  for  arranging  your  wiring  in  such  a  way  that  Che  i nter rup t ib 1 e  service  or 
i nterruptibl e  service  for  each  option  can  be  provided  and  meCered  at  a  single  point. 
NOTE:     Any  other  additional   facilities  required  for  a  combination  of  interrupCible 
with  either  firm  or  curtailable  service  will  be  treated  as  "special   facilities"  in 
accordance  with  Section  I  of  Rule  2. 

Ct)     Communication  channel  for  1 nterruptibl e  service:    As  an  f nterrupti bl e-servi ce 

customer,  you  are  required  Co  provide  an  exclusive  communication  channel   from  the 
PCiE-provided  terminal  block  at  your  facility  to  a  PCiE-designated  control  center. 
The  communication  channel  musi  meet  PCiE's  specifications,  and  you  must  provide  it  at 
your  expense.     PCiE  shall  have  Che  right  to  inspect  the  communication  circuit  uoon 
reasonab 1 e  noCi  ce  . 


(3) 


(Continued) 


As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.    86-12-095,   86-12-091  Effective:    January  1 ,  1987 


HFTCH  HETCHY  WATER  AND  POWER 

SCHEDULE  OF  ELECTRIC  RATES 


COHHERC I AL/ INDUSTRIAL/GENERAL 
SCHEDULE  E-20-SERVICE  TO  CUSTOMERS  WITH  DEMANDS  OF  500  KILOWATTS  OR  MORE 

(Continued) 


13.  CONTRACTS: 


^hrJ  I      l^^l  S^^^d^l*  ""^st  sign  8  three-year  contract.     Once  your 

three-year  contract  term  U  over,  the  contract  will  automatically  continue  in  effect  for 

uccesslve  terms  of  one  year  each  until   it  is  cancelled.     You  or  PCAE  may  c  nee    a  con?  act  at 
the  end  of  a  term  by  giving  written  notice  at  least  30  days  before  the  e^d  of  the  term  5he 
5S"k7!"ser  Ann  IcIhI   t  ''T"''-'  -  tomatix^f^ 'i  f  sustained  lo.  maximum  de.:nS     b;io«  ' 
schedule.  Applicability")  requires  that  your  account  be  transferred  to  a  different  rate 

If  you  were  served  under  Schedules  A-21  or  A-22  before  January  1.  1987    vour  contract 
for  serv.ce  under  those  schedules  will  automatically  become  your  contract  for^chedu?eE-20 
service^"^^    ""^^       agreement  will  be  required  for  either  curtailable  or  interruptible 

(r  r/n  t!,"^"  reliability  option  to  reflect  loner  service  reliability  (T) 

Curtailable  to    nterrupt  ble.  A  to  B.  A, to  C,  B  to  C)  once  each  year  by  providing  PC  ndE  at  I 
.t''"  r  reliability  may  not  be  1  nc^eased'dSr  i  ng  the  te  m  of 

your  supplemental  agreement.  Please  note  that  three  years"  notice  may  be  required  for  a  (T) 
change  from  interruptible  to  either  curtailable  or  firm  service  ' 
..r.l^^'l/^^V  right  to  cancel  contracts  for  either  curtailable  or  interruptible 

of  ll^ill.  '°  ^•'"^^"^  reduction  required  for  these  types 


(D) 


I'*.    EXTENDED  NOH-FIRH-SERVICE-ACREEHENT  RATES: 

.  „  !^         ^l'^  a  non-firm-service-agreement  under  Special  Condition  9  of  Schedules  A-21  or 
A-22  in  effect  prior  to  December  22,  1986,  you  may  continue  to  take  service  under  that 
agreement  until  the  expiration  of  the  time  period  that  «as  the  "current  term"  on 
n^^h^%  ^.n*  ^r^"  -Extended  Non-Firm-Service-Agreement  Rates"  portion 

of  the  E-20  rate  schedule  will  be  your  applicable  rate  until  the  expiration  of  your  agreement 


(T) 


(Continued) 


As  aui:horized  by  the  California  Public  Utilities  Commission 
Advice  Letter  No.   1137-E-A  Effective:    March  11,  1987 


HETCH   HETCHY  WATER  AND  POWER 
SCHEDLfLE  OF  ELECTRIC  RATES 


COMMERCIAL /I NDUSTR I AL/5FNERAL 

SCHEDULE  E-20  — SERVICE  TO 

CUSTOMERS  UITH  DEMANDS  OF  500  KILOWATTS  OR  MORE 

(Cont Inued) 

14.     EXTENDED  NON-FIRH-SERVICE-AGREEHENT  RATES: 

CUSTOMER  CHARGE  (per  meter  per  mon 
CURTAILABLE 

th): 

  $290.00 

INTERRUPTIBLE 

  $300.00 

a.     CUfiTAILABLE  -&€RV1CE: 

Service  Voltage: 

T  ransm 1 ss Ion 

riirfailahlo  flntinn- 
V.ur  Loi  lau  ic    Kjyj  L  \\jti  . 

A 

B 

C 

S  6  d  s  0  n  ' 

Summe  r 

Winter 

Summer 

Winter 

Summer 

Winter 

Demand  Charges  (per  lew): 

Hdx imum  Peak"Period  Oeinand 
Maximum  Demand 

$3.58(1) 
$0.80(1) 

$0.80(1) 

$1.66(1) 
$0.80( I ) 

$0.80(1) 

$0.00 
$0.80( I) 

50.80(1) 

Enerqv  Charqes: 

Peak  Period  (per  kwh) 
Partial-Peak  Period  (per  kwh) 
Off-Peak  Period  (per  kwh) 

$.07130( I) 
$.06918(1) 
$.03783(1) 

$.05150(1) 
$.03952(  I) 

$.07126(1) 
$.06914(1) 
$.03782(1) 

$ 

$.05147(1)5 
$.03951(1)$ 

05657(1) 

06459(1)5. 

03659(1)$. 

04809(1) 
03820(1) 

Excess  Demand  Charge: 

(Number  of  Occurrences  One 
in  Prior  12  Months  Two 
-  per  kw)  Three 

or 

$3.09 
$6.18 

More  $9.27 

$  4. 
$  9. 
$14. 

86 
71 
57 

$  8.39 
$15,78 
$25. 17 

Service  Voltage: 

Pr Imarv 

Curtailable  Option: 

A 

B 

C 

Season : 

Summer 

Winter 

Summer 

Winter 

Summer 

Winter 

Demand  Charqes   (oer  kw): 

Max  imum  Peak-Period  Demand 
Maximum  Demand 

$4.44(1) 
$1.92(1) 

$1.92(1) 

$2.32(1) 
$1.92(1) 

$1.92(1) 

50.00 
$1.92(1) 

51.92(1) 

Enerqv  Charqes: 

Peak  Period  (per  kwh) 
Partial-Peak  Period  (per  kwh) 
Off-Peak  Period  (per  Jcwh) 

$.07571(1) 
$.07385{ I) 
$.04133(1) 

$.07395(1) 
$.04006(1) 

5.07658(1) 
$.07371(1 ) 
$.04029( I) 

$ 

$.07382(1)$ 
$.04002(1)5 

07212(1) 

06941(1)5. 

04029(1)5. 

06950(1) 
03927(1) 

Excess  Demand  Charge: 

(Number  of  Occurrences  One 
in  Prior  12  Months  Two 
-  per  kw)  Three 

or 

More 

$3.88 
$  7.76 
$11  .64 

$  6 
$12 
$18 

10 
19 

29 

$10.53 
$21.05 
531.58 

Service  Voltage: 

Secondary 

Cur ta  1  lab le  Opt  ion : 

A 

B 

C 

Season: 

Summer 

Winter 

Summer 

Winter 

Summer 

Winter 

Demand  Charqes  (oer  kw)  ; 
Maximum  Peak-Period  Demand 
Max Imum  Demand 

$5.06(1) 
$3.03(1) 

$3.03(1) 

12.57(1) 
$3.03(1) 

53.03(1) 

$0.00 
$3.03(1) 

$3.03(1) 

Enerqv  Charqes: 

Peak  Penod  (per  kwh) 
Partial-Peak  Period  (per  kwh) 
Off-Peak  Period  (per  kwh) 

$.08430(1) 
$.08028(  I) 
$.04712(1) 

$.08206(1) 
$.04263(1) 

$.08418[ I) 
$.08017( I  ) 
$.04709(1) 

$ 

$.08193(1)$ 
$.04259(1)5 

07940(1) 

07561(1)$ 

04591(1)$ 

07727(1) 
04259(1) 

Excess  Demand  Charge: 

(Number  of  Occurrences  One 
In  Prior  12  Months  Two 
-  per  kw)  Three 

or  More 

$  3.88 
J  7.76 
JU  ,64 

$  6 
$12 
$18 

.10 
.19 
.29 

$10.53 
$21.05 
$31.58 

(Cant Inued) 

As  authorized  by  the  California  Public  Utilities  Conmission 
Decision  No.     88-12-100,  et  al .  Effective:     January  1,  1989 


HETCH  HETCHY  WATER  AND  PO^VER 

SCHEDULE  OF  ELECTRIC  R^TES 


COMHERCIAL/INOUSTfl I AL/GENE«AL 

SCHEDULE  E-20--SERVICE  TO 

CUSTOMERS  WITH  DEMANDS  OF 

500  KILOWATTS  OR  MORE 

(Cont  inued) 

14,     EXTENDED  NON-F 1 RM-SER V  I CE- AGRE EHENT  RATES:     (Cont'd. 1 

b.     INTERRUPTIBLE  SERVICE: 

Service  Voltage: 

Transmission 

lurta  i lable  Opt  ion  : 

A 

6 

c 

Season:        -  — 

Summer.-_ '  -Winter 

Summe  r  Winter 

Summe  r 

Winter 

3einand  CHarqes  (per  kw)  : 
Maximum  Peak-Period  Demand 
Maximum  Demand 

Jo. 00 

$o.80( I ]     >o.ao[ I ) 

$0,00 

$0 .80( I }      $0 . 80{ I } 

$0.00 
$0.80( I } 

$0.80( I } 

Enerqv  Charqes : 

Peak  Period  (per  kwh) 
Partial-Peak  Period  (per  kwh) 
Off-Peak  Period  (per  kwh) 

$.05918(1)        --  $ 
$.05744(1)  $.04275(1)  $ 
$.03577(1)  $.03736(1)  $ 

.05521(1)        --  $ 
.05315(1)  $.04064(1)$ 
,  03577  { I )  $ . 03643  ( I )$ 

04725(1) 

04548(1)$ 

03491(1)$ 

03726(1) 
03480(1) 

Excess  Demand  Charqe: 

(Number  of  Occurrences  One 
in  Prior  12  Months  Two 
-  per  kw)  Three 

0  r 

$11.04 
$22.07 
More  $33.11 

$13 . 24 
$26.49 
$39.73 

$16,33 
$32.67 
$49.00 

Service  Voltage: 

P  r  ima  ry 

Curta  i  lable  Opt  ion : 

A 

8 

C 

Season : 

Summer  Winter 

Summer  Winter 

Summe  r 

Winter 

Demand  Charqes  (per  kwl : 
Maximum  Peak-Period  Demand 
Max  imum  Demand 

$0.00 

$1.92(1}  $1.92(1} 

$0,00 

$1.92(1)  $1.92(1) 

$0.00 
$1.92(1} 

$1.92(1) 

Enerqv  Charqes : 

Peak  Period  (per  kwh) 
Partial-Peak  Period  {per  kwh) 
urireaK   reriou   iper  Kwnj 

$.06384(1) 

$.06145(1)  $.06088(1) 
t    n^Q05Ml    *  niQcafil 

$.05545(1}        --  $ 
$.05338(1)$. 05345(1}$ 
$.03759(1)$, 03643(1}$ 

04725(1) 
04548( I )$ 
03668(1)$ 

04555(1) 
03555(1) 

Excess  Demand  Charqe: 

( Number  of  Occurrences  One 
in  Prior  12  Months  Two 
-  per  kw)  Three 

0  r 

$13.85 
$27.71 
More  H\ 

$33.25 
$49.87 

$41  .00 
$61.50 

Service  Voltage: 

Secondary 

Curta  i lable  Opt  ion : 

A 

8 

C 

Season : 

Summer  Winter 

Summer  Winter 

Summe  r 

Winter 

Demand  Charqes   (per  kw): 
Maximum  Peak-Period  Demand 
Maximum  Demand 

$0.00 

$3.03(1)  $3.03(1} 

$0.00 

$3.03(1)  $3,03(1) 

$0.00 

$3.03(1)  $3,03(1} 

Enerqv  Charqes: 

Peak  Period  (per  kwh) 
Partial-Peak  Period  (per  kwh) 
Off-Peak  Period  (per  kwh} 

$.07291(1)        --  $ 
$05944(1)  $,07095(1)  ] 
$.04591(1)  $.04195(1)  $ 

.06512(1)        --  $ 
.06202(1)  $.06340(1)$ 
.04464(1)  $.04051(1)$ 

05496(1 } 

05234(1}$ 

04284(1)$ 

05348(  I) 
03875(  I) 

Excess  Demand  Charqe: 

Number  of  Occurrences  One 
in  Prior  12  Months  Two 
-  per  kw)  Three 

or 

$13,85 
$27.71 
More  $41.56 

$16.62 
$33.25 

$20.50 
$41.00 
$61.50 

As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.      88-12-100,  et  al .  Effective:    January  1,  1989 


yuHL-lU  UTILITIES  CXa*lMISSTON 

HETCH  HETCHY  WATER  AND  POVVER 
SCHEDULE  OF  ELECTRIC  RATES 


SCHEDULE  LS-2         CUSTOMER-OWNED  STREET  AND  HIGHWAY  LIGHTING  (Cont'd.) 


♦ENERGY  CHARGE  {per  kwh) 


$.07658  (I) 


♦Base  lamp  rates  also  include  a  component  for  the  actual  cost  of  operating  and  maintaining  the 
various  services,  lamp  sizes  and  types  as  subscribed  to. 

SPECIAL  CONDITIONS: 

V.     TYPE  Of  SERVICE:     This  schedule  is  applicable  to  multiple  lighting  systems  to  »vhich 
the  Utility  will  deliver  current  at  secondary  voltage  and  to  series  street  lighting  systems  for 
which  the  Utility  will   furnish  constant  current  regulating  transformers.     Multiple  current  will 
normally  be  supplied  at  120/2'tO  volt,  single-phase.     In  certain  localities  the  Utility  may 
supply  service  from  1-M/208  volt,  star  connec£*dy-pol yphase  lines  in  place  of  2hO  volt  service. 
Unless  otherwise  agreed,  series  current  will  be  delivered  at  6.6  amperes.     Single-phase  service 
from  480  volt  sources  and  series  circuits  will  be  available  in  certain  areas  at  the  option  of 
the  Utility  when  this  type  of  service  is  practical  from  the  Utility's  engineering  standpoint. 
All  currents  and  voltages  stated  herein  are  nominal,  reasonable  variations  being  permitted. 

New  lights  will  normally  be  supplied  as  multiple  systems.    Series  service  to  new  lights 
will  be  made  only  when  it  Is  practical  from  the  Utility's  engineering  standpoint  to  supply  them 
from  existing  series  systems. 

2.  ANNUAL  OPERATING  SCHEDULES:     The  above  rates  for  All-Night  service  assume  11  hours 
operation  per  night  and  apply  to  lamps  which  will  be  turned  on  and  off  once  each  night  in 
accordance  with  a  regular  operating  schedule  agreeable  to  the  customer  but  not  exceeding  it, 100 
hours  per  year. 

3.  OPERATING  SCHEDULES  OTHER  THAN  ALL-NIGHT:     Rates  for  regular  operating  schedules  other 
than  full  all-night  will  be  the  All-Night  rate  plus  or  minus,  respectively,  the  half-hour 
adjustment  for  each  half-hour  more  or  less  than  an  average  of  11  hours  per  night.  This 
adjustment  will  apply  only  to  lamps  on  regular  operating  schedules  of  not  less  than  1,095  hours 
per  year,  or  3  hours  per  night,  nor  more  than  it, 500  hours  per  year. 

I*.     POINT  OF  DELIVERY:     Delivery  will  be  made  from  Utility's  existing  electric  lines 
without  extension  thereof  to  customer's  system  at  a  point  or  points  mutually  agreed  upon  except 
as  provided  in  Special  Condition  9.     The  Utility  will  provide  at  its  expense  an  overhead  service 
drop  to  a  customer-owned  interconnected  group  of  lamps  having  a  connected  load  of  not  less  than 
2  kW.    For  a  customer-owned  interconnected  group  of  lamps  having  a  connected  load  of  less  than 
2  kW  or  individual  customer  electroliers  with  a  self-contained  photo  cell  switch,  (1)  the 
Utility  will  connect  the  customer's  overhead  service  wire  to  the  Utility's  overhead  lines  at  the 
customer's  expense,  or  (2)  at  the  customer's  option,  the  Utility  will   install,  own  and  maintain 
the  overhead  service  provided  the  customer  pays  the  initial  cost  of  the  service  plus  1%  per 
month  of  such  initial  cost.     When  ftSO  volt  service  is  desired  by  the  customer,  energy  will  be 
supplied  from  overhead  facilities  at  480  volts,  single-phase,  for  an  interconnected  group  of 
lamps  provided  the  total  connected  load  of  the  Interconnected  group  of  lamps  to  be  so  served  is 
not  less  than  8  WW.     For  a  customer-owned  Interconnected  system  of  less  than  8  kW  but  not  less 
than  2  kW,  energy  will  be  supplied  at  120/2'tO  volts  unless  the  customer  pays  the  additional  cost 
of  a  1*60  volt  supply. 

5.     UNDERGROUND  SERVICE  CONNECTION:     The  Utility  will  provide  an  underground  service 
connection  at  its  expense  from  either  its  overhead  or  underground  system  to  one  electrolier  of 
each  group  of  interconnected  electroliers  provided  (1)  the  customer  has  arranged  the  system  for 
the  least  practical  number  of  points  of  delivery,  (2)  there  are  not  less  than  10  electroliers  in 
the  group  and  (3)  there  is  not  less  than  three  kW  connected  load.     This  service  connection  shall 
not  exceed  25  feet  of  underground  run  from  the  base  of  the  Utility's  pole  in  an  overhead  line 
nor  exceed  kO  feet  of  underground  run  from  a  location  where  service  Is  available  in  an  under- 
ground System.     The  Utility  will  extend  the  underground  service  beyond  the  free  length  at  the 
customer's  request  in  accordance  with  Special  Condition  8. 

Where  the  customer  requests  an  underground  service  to  (1)  a  system  of  less  than 
10  electroliers  or  3  kW  connected  load,  or  (2)  an  individual  electrolier,  the  customer  shall 
install  and  own  the  extension  from  his  system  or  electrolier  to  the  Utility's  distribution 
system  where  service  is  readily  available  and  shall  pay  the  cost  of  connecting  to  the  Utility's 
distribution  system,  including  any  necessary  conduit  or  riser  material. 


(Continued) 


As  authorized  by  the  California  Public  Utilities  Coirenission 


Decision  No. 


88-05-027 


Effective:     May  17,  1988 


HETCH  HCTCHY  WATEK  AND  POWER 
SCHEDULE  OF  ELECTRIC  RATES 


SCHEDULE  LS-1    —  UTILITY-OWNED  STREET  AND  HIGHWAY  LIGHTING 

^^l^  applicable  to  UtH  i  ty-ovned  and  maintained  lighting  installations 

vhich      luminate  streets    highways,  and  other  public-dedicated  outdoor  ways  and  places  and  which 
generally  utilize  the  Utility's  distribution  facilities.     Rates  of  Class  A  through  Class  F  se  vice 
will  be  applicable  as  determined  In  Special  Condition  i*  y  =  i^c 

TERRITORY:     The  entire  territory  served. 
RATES; 


CLASS 

Nomi nal  Lamp  Rating 


Per  Lamp  Per  Month  

Al 1  Night  Rates" 


Hal f -Hour 
Adjustment 


-  AVERAGE- 
LAMP  kWh  PER  INITIAL 
WATTS    MONTH  LUMENS 


INCANDESCENT  LAMPS;** 


58  20 

92  31 

189  65 

295  101 

kOb  139 


600 
1,000 
2.500 
't.OOO 
6.000 


MERCURY  VAPOR  LAMPS :^ 


100  1*0 

^1 75  68 

250  97 

itOO  152 

700  266 


3,500 
7,500 
11.000 
21 ,000 
37,000 


$  8.779( I  ) 
9.767(11 
12.182(1)  10.580(1) 
n. 736(1)  13.13if(l) 
17.636( I ) 


$  7.561( 1} 
9.603{ I ) 
12.10it{  I) 
16.60't(  I ) 
25.911 ( I ) 


e.'*52(  I) 
10.928(1) 
15.280( I) 
21*. 634(1) 


HIGH  PRESSURE  SODIUM  VAPOR  LAMPS: 


70 

29 

5,800 

6.296( 1 ) 

6.296(1) 

100 

itl 

9,500 

7.38it(  1 ) 

7.384( 1 } 

150 

60 

16.000 

8.895( 1) 

8.895( 1 ) 

200 

81 

22.000 

11 .311 (  1 ) 

11.311 (i) 

250 

TOO 

25.500 

U. 543(1) 

l'*.543(  1 ) 

itOO 

ite.OOO 

19.505( 1 ) 

19.505(1) 

6.358(1) 
8.282( I ) 


5.213( 
6.261 ( 
7.850( 
10.093( 
11.639( 
15.982( 


7.665(i; 
8.982( I ] 
10.513( I ] 


11 .261(1) 
12.539( I) 
U. 371(1  ) 


11 .437( I ) 


7. 665 ( I 
8.982(1 
10.513{ I 
13.738(1 
16.091 ( I 
20.765( I 


$0,070(1) 
0,108(1 ) 
0.226(1) 
0.352(1) 
0.484(1) 


50,139( I ) 
0.237(1) 
0,338(1) 
0.529(1) 
0.926(1) 


$0,118(1) 
0.164(1) 
0.24O( I) 
0.282(  I) 
0.348(1) 
0.536(1) 


CLASS 

Momi nal  Lamp  Rating 
MERCURY  VAPOR  LAMPS:* 


Per  Lamp  Per  Month 
A!  I   Night  fJates 


100 

40 

3.500 

175 

68 

7,500 

$14.869( 

250 

97 

11 ,000 

400 

152 

21 ,000 

700 

266 

37.000 

1  ,000 

377 

57,000 

HIGH  PRESSURE 

SODIUM  VAPOR  LAMPS: 

70 

29 

5,800 

10 

100 

41 

9.500 

11 

150 

60 

16,000 

13 

200 

81 

22,000 

15 

250 

100 

25,500 

17 

400 

154 

46,000 

21 

ight 


$11,437(1) 


7,664(1 
e.982(  I 
10,513(1 
13.738( 1 
16.091(1 
20.765(1 


$14.634( I) 


9.250(1 
10.472{ I 
12.135( I 
16.203( I 
18.155(1 
23.189(1 


Ha  If -Hour 
Adjustment 


$0.139(1 ) 
0.237(  I) 
0.338( I ) 
0.529( I) 
0.926( 1} 
1.312(1) 


$0.nB(  I) 
0,164(  1 ) 
0.240(1) 
0.282( I ) 
0,348( I ) 
0.536(1) 


♦Closed  to  new  installations. 
**Closed  to  new  Installations  as  of  June  8,  1978.  except  where  Utility  and  customer  shall  aqree 
Hghrsou??es      ""^^  ""^^        installed  under  Class  A  and  C  to  provide  compatibility  with  existing 
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PUBLIC  LrrTLTTTES  LtJHMlSStWF 

HETCH  HETCHY  WATER  AND  POWER 
SCHEDULE  OF  ELECTRIC  RATES 


SCHEDULE  LS-1         UTILITY-OWNED  STREET  AND  HIGHWAY  LIGHTING  (Continued) 

MORE  THAN  ONE  LIGHT  ON  A  POLE:  Where  more  than  one  light  is  Installed  on  a  pole,  all  lights  other 
than  the  first  will  be  billed  on  the  Class  C  rate.     Not  applicable  to  installations  made  orior  to 


September  11 ,  1978, 
***ENERGY  CHARGE  (per  kwh) 
SPECIAL  CONDITIONS: 


installations  made  prior  to 
S. 07658 


1.  TYPE  OF  SERVICE:     The  Utility  reserves  the  right  to  supply  either  "multiple"  or 
"series"  service.    Series  service  to  new  lights  will  only  be  made  where  it  is  practical  from  the 
Utility's  engineering  standpoint  to  supply  them  from  existing  series  systems 

2.  ANNUAL  OPERAI^ING  SCHEDULE:     The  abovjfit^es  for  AU-Night  service  assume  an  average  of 
approximately  11  hours  operation  per  night  and  apply  to  lamps  which  will  be  turned  on  and  off 
once  each  night  in  accordance  with  a  regular  operating  schedule  agreeable  to  the  customer  but 
not  exceeding  it,100  hours  per  year. 

3.  OPERATING  SCHEDULES  OTHER  THAN  ALL-NIGHT;     Rates  for  regular  operating  schedules  other 
than  full  All-Night  will  be  the  All-Night  rate  plus  or  minus,  respectively,  the  half-hour 
adjustment  for  each  half-hour  more  or  less  than  an  average  of  approximately  11  hours  per  night. 
This  adjustment  will  apply  only  to  lamps  on  regular  operating  schedules  of  not  less  than 

1  ,095  hours  per  year,  or  three  hours  per  night,  nor  more  than  it, 500  hours  per  year. 

4.  DESCRIPTION  OF  SERVICE  PROVIDED:     Class  A:     Utility  owns  and  maintains  luminaire, 
control   facilities,  support  arm,  and  service  wiring  on  its  existing  distribution  pole,  and  all 
lights  formerly  served  under  Schedule  LS-1,  Class  A,  as  of  September  11,  1978. 

Class  B:     Utility  owns  and  maintains  luminaire,  control  facilities,  support  arm,  pole  or 
post,  foundation  and  service  connection  and  where  customer  has  paid  the  estimated  installed  cost 
of  the  luminaire,  support  arm  and  control  facilities  (applicable  only  to  installations  in 
service  as  of  September  11,  1978). 

Class  C:     Utility  owns  and  maintains  its  standard  luminaire,  control   facility,  internal 
pole  wiring  as  required  (ownership  of  pole  or  post,  support  arm  and  foundation  by  customer). 
Available  only  where  customer-owned  poles  comply  with  the  Utility's  engineering  and  operating 
requi  rements . 

Class  D:     Utility  owns  and  maintains  Its  standard  post  top  luminaire,  control  facility, 
Internal  post  wiring,  standard  galvanized  steel  post  (20-foot  mounting  height  or  less)  and 
foundation  where  customer  pays  for  the  estimated  and  Installed  cost  of  the  post,  support  arm  (if 
any)  and  foundation. 

Class  E:  Utility  owns  and  maintains  its  standard  luminaire,  control  facility,  internal 
pole  wiring,  service  connection,  galvanized  steel  pole  and  foundation  where  the  customer  has 
paid  to  the  Utility  the  estimated  installed  cost  of  the  pole,  support  arm  and  foundation. 

Class  F:     Utility  owns  and  maintains  a  standard  luminaire,  control  facility,  support  arm 
and  service  connection  on  its  wood  pole  or  post,  installed  solely  for  the  luminaire.  ' 

5.  REARRANGEMENT  OF  FACILITIES:     At  the  customer's  request  the  Utility  will  make  changes 
to  or  rearrangement  of  existing  facilities  at  the  customer's  expense. 

6.  UNDERGROUND  SERVICE:     The  applicant  at  his  expense  shall  perform  the  necessary 
trenching,  backfill  and  paving,  and  shall   furnish  and  install  all  necessary  conduit  and 
substructures  including  substructures  for  transformer  installations  if  necessary,  for  street 
lights  only,  in  accordance  with  the  Utility's  specifications.     Upon  acceptance  by  the  Utility, 
ownership  of  the  conduit  and  substructures  shall  vest  in  the  Utility. 

The  Utility,  at  its  expense,  will  furnish  and  install  the  underground  service  conductor  to 
the  handhole  of  each  street  light  pole  where  the  length  of  the  service  is  100  circuit  feet  or 
less  per  luminaire,  as  measured  from  the  point  of  connection  to  the  point  of  secondary  supply. 
For  service  lengths  in  excess  of  100  feet  the  applicant  shall  pay  to  the  Utility  the  material 
cost  of  the  conductors  in  excess  of  100  circuit  feet. 


***Base  lamp  rates  also  include  a  component  for  the  actual  cost  of  owning,  operating  and 
maintaining  the  various  lamp  sizes  and  types  as  subscribed  to. 


(Conti  nued) 
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Decision  No.     08-05-027  Effective:     May  17,  1988 


IBLTC  UTTLTTTES  OCMMT^tSR 


HETCH  IfFTt'irr'  WATRR  A>JD  PO^'/ER 
SCHEDULE  OF  KJ^L'ITilC 


SCHEDULE  LS-2  —  STREET  AND  HIGHWAY  LIGHTING  (Cont'd.) 


SPECIAL  CONDITIONS:  (Continued) 

6.  SWITCHING:     Where  the  connected  street  light  load  on  each  circuit  separately  switched 
is  less  then  2  kW  for  multiple  circuits  served  from  overhead  lines  or  less  than  10  1<W  for  series 
circuits  served  from  overhead  lines  the  customer  shall  pay  an  extra  charge  of  $3.00  per  month 
for  each  circuit  separately  switched  by  the  Utility,  except  where  snitching  facilities  have  been 
installed  by  the  Utility  for  its  convenience. 

7.  MAINTENANCE: 

ta)     The  Class  B jnd  C  rates  include  all   labor  and  material  necessary  for  the  Inspection, 
cleaning,  or  replacement  by  the  Utility  of  1  ampt~and -gl assware and  are  limited  to  certain 
glassware  such  as  is  commonly  used  and  manufactured  in  reasonably  large  quantities.     A  suitable  J 
extra  charge  will  be  made  for  maintenance  of  glassware  of  a  type  entailing  unusual  expense. 

(b)     Under  the  Class  C  rate: 

(1)  A  charge  of  SO. 62  per  month  will  be  made  to  provide  for  pole  painting  to  maintain  (C) 
good  appearance.  On  multi-lamp  installations  where  pole  painting  is  required,  this  charge  will  (C) 
be  applied  only  to  the  first  lamp.  "  (C) 

(2)  Isolate  any  trouble  in  the  customer's  system  which  has  resulted  in  an  outage  of 
diminished  light  output. 

(3)  Make  necessary  repairs  without  replacement  on  accessible  wiring  betiveen  poles  and 
on  equipment  and  wiring  In  and  on  poles  to  keep  the  system  in  operating  condition.     The  Utility 
will  provide  labor  for  the  replacement  of  material  such  as  ballasts,  photo-electric  controls, 
relays,  fixtures,  individual  poles,  Individual  cable  runs  between  poles  where  such  runs  are  in 
conduit,  and  other  Individual  parts  of  the  system.     The  customer  shall  compensate  the  Utility 
for  any  material   furnished  by  the  Utility.     The  Class  C  rate  does  not  provide  for  any  major 
excavation  or  any  major  replacement  at  Utility  expense  of  circuits,  conduits,  poles,  or  fixtures 
owned  by  the  customer. 

(c)     This  schedule  does  not  provide  for  maintenance  to  low  pressure  sodium  vapor  or  metal 
halide  lamps;  however,  at  the  request  of  the  customer,  the  Utility  will  perform  any  of  the 
routine  maintenance  described  above  on  a  time  and  material  cost  basis  provided  the  Utility's 
regular  standard  maintenance  equipment  and  procedures  can  be  used. 

6.     SYSTEMS  OWNED  IN  PART  BY  THE  UTILITY:     Where,  after  the  date  this  provision  is  first 
effective,  the  Utility  installs  and  thereafter  owns  and  maintains  any  portion  of  the  fixtures, 
poles,  circuits,  or  other  facilities  that  comprise  customer's  street  lighting  system,  an  addi- 
tional monthly  charge  of  two  percent  of  the  Utility's  estimated  installed  cost  of  such  facili- 
ties will  be  made.     If  such  facilities  were  installed  prior  to  the  date  this  provision  is  first 
effective,  the  additional  monthly  charge  will  be  1-3/'*  percent  of  such  cost.*    Customer  or 
others  may  elect  to  pay  the  Utility's  estimated  installed  cost  of  such  facilities,  in  which 
event  the  additional  monthly  charge  will  be  one  percent  of  such  cost. 


♦Except  for  facilities  installed  prior  to  February  13,  1971,  in  which  case  the  monthly  charge 
will  be    l-l/tt  percent. 


(Continued) 
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HETCH  HEnnCHY  WATER  AND  POWER 
SCHEDULE  OF  ELECTRIC  RA.TES 


SCHEDULE  LS-2   --  STREET  AND  HIGHWAY  LIGHTING  (Cont'd.) 


SPECIAL  CONDITIONS:  (Continued) 

9.     LINE  EXTENSIONS:     Where,  after  the  date  this  provision  is  first  effective,  the  Utility 
extends  its  electric  lines  to  serve  customer ' s  street  1 f  ghti  ng  system,  an  additional  month 1 y 
charge  of  two  percent  of  the  Utility's  estimated  installed  cost  of  such  line  extention,  exclu- 
sive of  service  connection  (and  transformer,  if  required)  furnished  under  Special  Conditions  1, 

and  5  will  be  made.     If  such  extension  was  installed  prior  to  the  date  this  provision  is 
first  effective,  the  additional  monthly  charge  will  be  1-3/4  percent  of  such  cost,  except  for 
.facilities  installed  prjLor  to  February  13,  1 971  ,  i  a  which  case  the  monthl  y  charge  wi  1 1  be 
l-l/tt  percent.     If  customer  elects  to  advance  ttfT^ti  H  ty  ""s  estimated  installed  cost  of  such 
extension,  the  additional  monthly  charge  will  be  one  percent  of  such  cost.     The  Utility  may 
waive  the  foregoing  provisions  where  the  extension  is  estimated  to  be  of  nominal  cost  and  where 
not  more  than  one  pole  and  one  span  of  line  is  required.     If  such  extention,  or  any  portion 
thereof,  is  utilized  to  serve  new  separately  metered  permanent  load  for  which  an  excess  free 
length  of  line  Is  allowed  under  Rule  No.  15,  such  cost  to  be  used  in  determining  the  additional 
monthly  charge  will   thereafter  be  reduced  in  proportion  to  the  relative  length  of  excess  free 
footage  allowance  for  the  new  load,  if  any,  as  compared  to  the  length  of  the  original  extension. 
If  an  advance  has  been  made  as  provided  above,  and  If  under  Rule  No.  15,  an  excess  free  footage 
allowance  remains  after  the  new  load  is  installed,  all  or  part  of  the  advance  will  be  refunded 
without  interest  to  the  customer.     These  refunds  will  be  computed  by  converting  the  amount  of 
the  advance  to  an  amount  per  foot  and  multiplying  the  excess  free  footage  by  this  unit  per  foot. 
Such  refunds,  If  any,  will   be  made  following  the  connection  of  such  new  load.     If  such  extension 
!     is  part  of  a  series  of  extensions,  on  any  of  which  an  advance  ts  still  refundable,  refunds  due 
I      from  new  load  will   be  made  in  turn  as  provided  In  Rule  No.  15.     No  payment  will   be  made  in 
I     R.\cess  of  the  original  amount  advanced. 

j  10.     STREET  LIGHT  LAMPS  -  STANDARD  AND  NONSTANDARD  RATINGS:     The  rates  under  Classes  8  and 

'     C  are  applicable  to  both  standard  and  group  replacement  street  lamps.     Standard  and  group 
1     replacement  street  lamps  have  reference  only  to  street  lamps  having  wattage  and  operating  life 
ratings  within  three  percent  of  those  specified  in  the  EEI-NEMA  Standards  for  Filament  Lamps 
Used  in  Street  Lighting.     Where  Class  A  service  is  supplied  to  lamps  of  other  ratings  than  those 
specified  in  EEI-NEMA  Standards  an  adjustment  will  be  made  in  the  lamp  rates  proportionate  to 
the  difference  between  the  wattage  of  the  lamps  and  the  standard  lamps  of  the  same  lumen  rating. 
11.    CONTRACT:    A  contract  will  be  required  for  service. 


As  authorized  by  the  California  Public  Utilities  Commission 
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SCHEDULE  LS-3         CUSTOMER-OWNED  STREET  AND  HIGHWAY  LIGHTING  ELECTROLIER  METER  RATE 

APPLICABILITY:     Applicable  to  service  to  electrolier  lighting  systems,  excluding  incandescent 
luminaires,  which  illuminate  streets,  highways,  and  other  publicly  dedicated  outdoor  ways  and 
places  tvhere  the  customer  usually  owns  the  lighting  fixtures,  poles  and  interconnecting 
circuits,  and  the  Utility  furnishes  energy  at  one  or  more  central  points, 

TERRITORY:     The  entire  territory  served. 

BMES:  Pe,  Heter 

Per  Month 

SERVICE  CHARGE    53  qq 

SWITCH!^K:  CHARGE  ^Switching  Service  is  cT^jied^o- Jiew.  i  nstal"  i  ati  ons ! )  "  ! ! 

For  each  circuit  switched    53  25 

ENERGY  CHARGE  (In  addition  to  the  Service  Charge) 

"^^^    5  .07658  (I) 

SPECIAL  CONDITIONS: 

T     TYPE  OF  SERVICE:    This  schedule  Is  applicable  to  multiple  lighting  systems  to  which 
the  Utility  will  deliver  current  at  secondary  voltage  and  to  series  street  lighting  systems  for 
which  the  Utility  will   furnish  constant  current  regulating  transformers.     Multiple  current  will 
normally  be  supplied  at  120/2'»0  volts,  single-phase.     (In  certain  localities  the  Utility 
supplies  service  from  120/208  volt,  wye-connected,  polyphase  lines  in  place  of  2*40  volt 
service.)    Unless  otherwise  agreed,  series  current  will  be  delivered  at  6.6  amperes.  Single- 
phase  service  from  480  volt  sources  will  be  available  in  certain  areas  at  the  option  of  the 
Utility  when  this  type  of  service  Is  practical  from  the  Utility's  engineering  standpoint.  All 
currents  and  voltages  stated  herein  are  nominal,  reasonable  variations  being  permitted. 

New  lights  will  normally  be  supplied  as  multiple  systems.     Series  service  to  new  lights 
will  be  made  only  when  it  Is  practical  from  the  Utility's  engineering  standpoint  to  supply  them 
from  existing  series  systems. 

2.  POINT  OF  DELIVERY:     Delivery  will  be  made  from  the  Utility's  existing  electric  lines 
without  extension  thereof  to  customer's  system  at  a  point  or  points  mutually  agreed  upon  except 
as  provided  in  Special  Condition  8.     The  Utility  will  provide  at  its  expense  an  overhead  service 
drop  to  a  customer-owned  Interconnected  group  of  lamps  having  a  connected  load  of  not  less  than 
2  kW.     For  a  customer-owned  Interconnected  group  of  lamps  having  a  connected  load  of  less  than 
2_kW  (1)  the  Utility  will  connect  the  customer's  overhead  service  wire  to  the  Utility's  overhead 
lines  at  the  customer's  expense,  or  (2)  at  the  customer's  option,  the  Utility  will   install,  own 
and  maintain  the  overhead  service  provided  the  customer  pays  the  Initial  cost  of  the  service 
plus  \%  per  month  of  such  initial  cost.     When  480  volt  service  is  desired  by  the  customer, 
energy  will   be  supplied  from  overhead  facilities  at  480  volts,  single-phase  for  an  inter- 
connected group  of  lamps  provided  the  total  connected  load  of  the  interconnected  group  of  lamps 
to  be  so  served  is  not  less  than  8  kW.     For  a  customer-owned  interconnected  system  of  less  than 

8  kW  but  not  less  than  2  kW,  energy  will  be  supplied  at  120/240  volts  unless  the  customer  pays 
the  additional  cost  of  a  480  volt  supply. 

3,  UNDERGROUND  SERVICE  CONNECTION:     The  Utility  will  provide  an  underground  service 
connection  at  its  expense  from  either  its  overhead  or  underground  system  to  one  electrolier  of 
each  group  of  Interconnected  electroliers  provided  (1)  the  customer  has  arranged  the  system  for 
the  least  practical  number  of  points  of  delivery,  (2)  there  are  not  less  than  10  electroliers  in 
the  group,  and  (3)  there  is  not  less  than  3  kW  connected  load.     This  service  connection  shall 
not  exceed  25  feet  of  underground  run  from  the  base  of  the  Utility's  pole  In  an  overhead  line 
nor  exceed  40  feet  of  underground  run  from  a  location  where  service  is  available  in  an  under- 
ground system.     The  Utility  will  extend  the  underground  service  beyond  the  free  length  at  the 
customer's  request  in  accordance  with  Special  Condition  7. 

Where  the  customer  requests  an  underground  service  to  a  system  of  less  than  10  electroliers 
or  3  kW  of  connected  load  the  customer  shall   install  and  own  the  extension  from  his  system  to 
the  Utility's  distribution  system  where  service  is  readily  available  and  shall  pay  the  cost  of 
connecting  to  the  Utility's  distribution  system. 


(Conti  nued) 
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SCHEDULE  NO.   LS-3   --  STREET  AND  HIGHWAY  LIGHTING  ELECTROLIER  METER  RATE  (Cont'd.) 

SPECIAL  CONDITIONS:  (Continued) 

V,     GENERAL:     Each  point  of  delivery  to  an  electrolier  circuit  or  circuits  will  be  metered  and 
billed  separately.     The  meter  will   be  located  at  a  suitable  location.     The  billing  demand  will  be 
based  upon  the  connected  load  or  upon  the  metered  demand,  but  will  be  not  less  than  3  VW. 

The  connected  load  upon  which  the  energy  charges  will  be  based  will   be  the  sum  of  the  ratings 
of  all  lamps  that  may  be  connected  to  the  system  plus  the  wattage  losses  for  the  associated 
ballasts,  computed  to  the  nearest  one-tenth  kW.     All   lamps  and  ballasts  will   be  counted  at  the 
manufacturer's  nameplate  or  catalog  rating  in  kW  (one  kW  equivalent  one  kVa),  or  at  ratings 
determined  by  test. 

5.  SWIJCHINC:     Siaitching  service  will  not  be-provided  by  the  Utility  for  systers  connected 
after  September  1  1,  1978.   "' 

6.  MAINTENANCE:     This  schedule  does  not  contemplate  maintenance  ■■■/ithin  the  rate;  as  shown 
above.     However,  at  the  request  of  the  customer,  the  Utility  will   replace  lamps  and  glass  or  unit 
coverings,  ballasts,  and  do  other  normal   system  maintenance  on  a  time  and  material  cost  basis 
provided  the  regular  standard  maintenance  equipment  and  procedures  can  be  used. 

7.  SYSTEMS  OWNED  IN  PART  BY  THE  UTILITY:     Where  the  Utility  installs  and  thereafter  owns  and 
maintains  and  portion  of  the  fixtures,  poles,  circuits  or  other  facilities  that  comprise  customer's 
street  lighting  system,  an  additional  monthly  charge  of  2%  of  the  Utility's  estimated  installed  cost 
of  such  facilities  will   be  made.     If  such  facilities  were  installed  prior  to  the  date  this  provision 
is  first  effective,  the  additional  monthly  charge  will  be  M%  of  such  cost.     Customer  or  others  nay 
elect  to  pay  the  Utility's  estimated  installed  cost  of  such  facilities,   in  which  event  the 
additional  monthly  charge  will  be  1^  of  such  cost. 

8.  LINE  EXTENSIONS:     Where  the  Utility  extends  its  electric  lines  to  serve  customer's  street 
lighting  system,  an  additional  monthly  charge  of  2^  of  the  Utility's  estimated  installed  cost  of 
ouch  line  extension,  exclusive  of  service  connection  (and  transformer,  if  required}  furnished  under 
Special  Condition  1,  2,  and  3  will  be  made.     If  customer  elects  to  advance  the  Utility's  estimated 
installed  cost  of  such  extension,  the  additional  monthly  charge  will  be  1 'j  of  such  cost.  The 
Utility  may  waive  the  foregoing  provisions  where  the  extension  is  estimated  to  be  of  nominal  cost 
and  where  not  more  than  one  pole  and  one  span  of  line  is  required.     If  such  extension,  or  any 
portion  thereof,  is  utilized  to  serve  new  separately  metered  permanent  load  for  which  an  excess  free 
length  of  line  is  allowed  under  Rule  No.  15,  such  cost  to  be  used  In  determining  the  additional 
monthly  charge  will   thereafter  be  reduced  in  proportion  to  the  relative  length  of  excess  free 
footage  allowance  for  the  new  load,  if  any,  as  compared  to  the  length  of  the  original  extension.  tf 
an  advance  has  been  made  as  provided  above,  and  if  unoer  said  Rule  No.  15,  an  excess  free  footage 
allowance  remains  after  said  new  load  is  installed,  all  or  part  of  the  advance  will  be  refunded' 
without  interest  to  the  customer.     These  refunds  will  be  computed  by  converting  the  amount  of  the 
advance  to  an  amount  per  foot  and  multiplying  the  excess  free  footage  by  this  unit  per  foot.  Such 
refunds,  if  any,  will  be  made  following  the  connection  of  such  new  load.     If  such  extension  is  part 
of  a  series  of  extensions,  on  any  of  which  an  advance  is  still  refundable,  refund  due  from  new  load 
will  be  made  in  turn  as  provided  in  Rule  No.  15.     No  payment  will  be  made  in  excess  of  Che  original 
amount  advanced. 


As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.    86-12-095,   86-12-091  Effective:    January  1,  1987 


HETTCH  H>'m-rr'  WATFR  AND  POWER 
SCHEDU1_£  OF  KLECTTRIC  RATES 


SCHEOULE  TC-1--TRAFFIC  CONTROL  SERVICE 


APPLICABILITY:     Applicable  to  metered  service  for  traffic  directional  sign  or  signal  lighting 
systems  owned  by  governmental  agencies  and  located  on  streets,  highways  and  other  publicly- 
dedicated  outdoor  ways  and  places. 

TERRITORY :     The  entire  territory  served. 


EAIES:  Per  Meter 

Per  Month 

CUSTOMER  CHARGE:    j5  00 

ENERGY  CHARGE:  "  " 

''•'^    $0.09213(1) 

SPECIAL  COVDITIOHS: 


1.  TYPE  OF  SERVICE:     Energy  will  normally  be  supplied  at  120/240  volt  single-phase 
service  {120/208  volts  star  In  certain  localities)  unless  the  customer  pays  the 
additional   Initial  cost  of  a  480  volt  supply.     However,  service  from  480  volt  sources 
from  underground  systems  will  be  made  available  only  for  new  service  connections  at 
the  option  of  the  Utility  when  this  type  of  service   Is  practical  from  Utility's 

eng Ineer I ng  standpo Int . 

2.  POINT  OF  DELIVERY:     Delivery  will  be  made  from  Utility's  existing  electric  lines  at  a 
point  mutually  agreed  upon,  without  extension  thereof  to  customer's  system  except  as 
provided  In  Special  Condition  5. 

3.  SERVICE  CONNECTION:     The  Utility  will  provide  at   Us  expense  an  overhead  drop  to  the 
customer-owned  system;  however,  where  the  customer  requests  an  underground  service  the 
customer  will   Install  and  own  the  extension  from  his  system  to  the  Utility's  nearest 
Junction  box  or  to  the  base  of  the  pole  where  service  Is  readily  available  and  will 
pay  the  cost  of  connecting  to  the  Utility's  distribution  system.   Including  any 
necessary  conduit  or  riser  material. 

4.  METERING:     Each  point  of  delivery  will  be  metered  and  billed  separately.     The  meter 
will  be  at  a  suitable  location  agreeable  to  the  Utility. 

5.  SWITCHING  AND  MAINTENANCE:     Switching  and  maintenance  will  be  performed  by  the 
customer . 


As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.     88-12-100,  et  al .  Effective:    January  1,  1989 
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HETCH  KErrCHY  WATKR  AND  POWER 
SCHEDULE  OF  ELECTTRIC  RATES 


SCHEDULE  PA-1--ACRICULTURAL  POWER 

APPLICABILITY;     This  schedule  is  appHcable  to  reclamation  service  and  to  general  agricultural 
service  on  the  farm.     It  Is  not  applicable  to  residential  or  commercial   service,  nor  to  service 
when  Schedule  E-20  is  applicable.     Rate  A  shall  apply  to  all   single-motor  installations  with  a 
connected  load  rated  less  than  35  horsepower  and  to  all  multi-load  installations  aggregating 
less  than  15  horsepower  or  kilowatts.     Rate  B  shall   apply  to  all   single-motor  installations 
rated  35  horsepower  or  more,  to  all  multi-load  installations  aggregating  more  than  15  horsepower 
or  kilowatts,  and  overloaded  motors  as  provided  in  Special  Condition  7.     Customers  of  record  on 
September  21,  1975,  who  maintain  continuous  service  under  either  Rate  A  or  Rate  B  not  in 
conformance  with  the  foregoing  may  either  continue  such  nonconforming  service  or  request  a 
change  to  the  applicable  rate,  at  their  option.    This  schedule  is  closed  to  new  customers 
effective  November  1,  1987,  and  wi 1 1  be  el imi nated _wi th  each  customers'  first  billing  after 
-    -November  1,  r988.     At  tTfat  time,  customers  that-**»ve- r>ot  requested  a  specific  AC  Series  rate 
schedule  will  be  assigned  to  take  service  under  Schedule  AC-1 . 

TERRITORY:    The  entire  territory  served. 

RATES:    MINIMUM  CHARGE:    The  demand  charge 


Per  Meter 

DEMAND  CHARGE:     (Per  hp  or  kw,  per  month) 

ENERGY  CHARGE:     (Per  kwh)   

A  -  Connected  Load  Basis 
8  -  Maximum  Demand  Basis 

A  more  complete  breakdown  of  rate  components  can  be  found  in  the  "Rate  Schedule  Summary"  in 
the  Preliminary  Statement  to  the  tariff  schedule. 

SPECIAL  CONDITIONS: 

~        r;     CONtRACTS:     Where  a  line  extension  is  required  or  where  the  cost  to  the  Utility  to 
install  the  necessary  facilities  is  substantial,  a  written  contract  for  an  initial  term  of  three 
years  will  be  required  for  service  under  this  schedule.     In  all  other  instances,  a  written 
contract  for  an  initial  term  of  one  year  may  be  required.     Contracts  will   remain  in  effect  after 
the  initial  term  until   terminated  by  either  the  customer  or  the  Utility. 

2.  CONTRACT  YEAR:     Service  under  this  schedule  is  provided  for  twelve-month  periods 
beginning  with  the  date  service  commences. 

3.  CONNECTED  LOAD:     Connected  load  for  the  purpose  of  this  schedule  is  the  sum  of  the 
rated  capacities,  determined  In  accordance  with  Rule  2,  of  all  equipment  that  is  served  through 
one  metering  point  and  that  may  be  operated  at  the  same  time.     In  no  case  will  charges  be  based 
on  less  than  two  horsepower/kilowatts  for  single-phase  service  nor  less  than  three 
horsepower/kilowatts  for  three-phase  service. 

it.     MAXIMUM  DEMAND;     The  maximum  demand  in  any  monthly  billing  period  will  be  the  maximum 
average  power,  expressed  in  kilowatts,  taken  during  any  15-minute  interval   in  the  month,  but  not 
less  than  the  diversified  resistance  welder  load  computed  in  accordance  with  Rule  2.     Where  the 
use  of  energy  is  intermittent  or  subject  to  abnormal   fluctuation,  a  5-minute  interval  may  be 
used. 

5.     BILLING  DEMAND:     The  billing  demand  used  in  computing  charges  under  Rate  B  will  be  the 
highest  maximum  demand  created  by  the  installation  in  the  12-month  period  ending  with  the 
current  month,  except  that  when  the  connected  load  is  permanently  reduced  and  the  Utility  is  so 
advised,  the  maximum  demands  created  before  such  permanent  reduction  will  be  ignored.  Billing 
demand  will  be  computed  to  the  nearest  whole  kilowatt.    Charges  will  not  be  based  on  a  billing 
demand  in  kilowatts  of  less  than  75  percent  of  the  nameplate  rating  in  horsepower/kilowatts  of 
the  two  largest  motors/devices  connected.     Where  the  connected  load  Is  35  horsepower/kilowatts 
or  less  the  Utility  may,  at  its  option,  use  the  demand  determined  by  test  as  the  billing  demand 
for  billing  purposes  In  lieu  of  installing  a  demand  meter. 


$0.65( I) 
$0.0832B( 1 ) 


(Continued) 


As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.    88-05-027  Effective:      May  17,  1988 
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HETCH  HETC)^V  WATER  A>rt>  POWER 
SCHEDLfLE  OF  ELECTRIC  RATES 


SCHEDULE  PA-T   —  AGRICULTURAL  POWER  (Cont'd.) 
SPECIAL  CONDITIONS  (Continued) 

I^^7T7f^f^i^f■''"^S^^°  LOAD  OR  BILLING  DEMAND:     Billing  adjustments  .HI   b.  made  for 
connected  load  or  billing  demand  changes  and  for  permanent  decreases  that  take  place  during  the 
contract  year       It  shall  be  the  customer's  responsibility  to  notify  the  Utility^f  chan9es^n 
demand^  permanent  changes  In  operating  conditions  which  v,i  1 1   result  in  lower  maximum 

=  will  be  made  for  a  temporary  reduction  in  connected  load  or  billing  demand.  If 

b^U  Jhir°""'TV      i"  V  ZT^J  'f'"'  1'        disconnected,  charges  «i  1 1   be  recomputed  on  the 
basis  that  no  reduction  in  load  had  taken  place  k         « ' 

7.  OVERLOADED  MOTORS:     Whenever  the  measured  Input  to  any  motor,  rated  15  horsepower  or  more 
or  any  group  of  motors  aggregating  15  horsepower  _or  more,  served  through  one  metering  point 
sL"r;rMlLrunde:^RaL",""^'         ^no«^er-hor.epower  of  nameplate-rated  oSt^ut.  charges 

8.  DISCONTINUANCE  OF  SERVICE:     A  customer  may  cease  taking  service  at  any  time  after 
expirationof  the  initial  term  of  the  applicable  contract  or  the  first  12  months  of  service 
whichever  ,s  later.     No  adjustment  of  billing  will  be  made  when  service  is  discontinued  Any 
customer  resuming  service  within  12  months  after  discontinuing  service  will  be  required  to  pay  all 
charges  that  would  have  been  billed  if  service  had  not  been  discontinued. 

a  conn!;ted'lS;;  n?\n"H"'"''  °'  TRANSFORMER  BY  CUSTOMER:  Customers  operating  installations  having 
W^^h^r  51     ?Q7?      -i^V  transformers  supplying  such  installations  as  of 

September  21,  1975,  will  be  allowed  the  following  credits: 


Install ation 

50-95  hp  

loo-ttgg.s  hp 


Monthly  Credit  per  hp  of 

 Connected  Load  

5.083  per  hp 


.075  per  hp 


In  those  cases  where  the  customer's  motor  operates  at  the  voltage  at  which  the  service  is 
of  sLchmo^or^'^"'  °""^'"Ship  of  transformers  will  be  allowed  on  the  connected  load 

.^  EXPERIMENTAL  INTERRUPTIBLE  SERVICE:     Service  under  this  special  condition  is  provided 

at  the  sole  option  of  the  Utility  for  the  purpose  of  evaluating  agricultural   i nter r upt i bl  e 
service  and  is  applicable  to  up  to  1,000  agricultural  pumping  accounts  for  whom  Schedule 

^?;nM;lH  s  '^K  ^k''^'"  l^'^  customer  shall  receive  credits  for  interruptions 

signalled  by  the  Utility  through  activation  of  a  remote-controlled  switch  installed  on 

the  customer  s  pump.     The  provisions  of  this  condition  are  available  under  one  of  the  following 


(T) 


OPTION  A 
OPTION  B 
OPTION  C 


Maximum 
Number  of 
Consecutive 
Interruptions 

2  days 


1  day 


2  days 


Maximum 
Number  of 
I  nter rupti  ons 

2  per  week, 
20  per  year 

2  per  week, 
20  per  year 

2  per  week, 
20  per  year 


Maximum 
Interruption 
Length 

hours 


't  hours 


6  hours 


PARTICIPATION 
CREDIT 
(Per  kW  of 
Interruptible 
Load) 

$0.20  per 
month 

$0.16  per 
month 

SO. 21  per 
month 


PER-SICNAL 

CREDIT 
(Per  kW  of 
Interruptible 
Load) 

iO.kO  per 
signa I 

$0.32  per 
signal 

$0.53  per 
signal 


NTERRUPTI6LE  LOAD:     The  amount  of  interruptible  load  wilt  be  determined  by  the  Utility  based 
on  billing  demand  as  measured  by  the  Utility's  demand  meter  (if  applicable)  or  on  the  nameplate 
rating  of  the  customer  s  pump.     If  billing  demand  or  nameplate  rating  Is  not  available,  or  I  f  more 
Sv  th^5t?^^7u^n^'^        """"H        the  account,  the  amount  of  interruptible  load  will 'be  determined 
of  we^kH^l  !l  ^        °^5%'n^n^^^'''^*  ^ '        accomplished  on  a  limited  number 

rtrJn.til  ^  r  K  ""^IJ""^/'  °!  10:00  a.m.  and  8:00  p.m.  during  the  period  commencing  May  1  and 
terminating  September  30  of  each  year  (Period  A).  )i      j      "  ^ 


(Continued) 


As  authorized  by  the  California  Public  Utilities  Commission 
Advice  Letter  No.   1129-E  Effective:     March  13,  1987 
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HETCH    HETCHY   WA'J-tJi   AKiJ  POVsTER 
SCHEDULE  OF  El^CTRIC  RATES 


SCHEDULE  PA-1         AGRICULTURAL  POWER  (Cont'd.) 


BILLING  REDUCTION:     (1)  The  customer  will  receive  a  port! ci pat! on  credit  each  month.     Thl a 
credit  Is  intended  to  compensate  the  customer  for  making  the  pump  available  for  interruption  by  the 
Utility.     (2)   In  addition  to  the  participation  credit,  the  customer  nil!  receive  a  per-slgnal  credit 
each  time  the  Utility  signals  the  remote-controlled  snitch  to  shut  the  pumpCs)  off.  These 
tno  credits,  less  any  adjustments  necessary  because  of  noncompliance  by  the  custoror,  will  be  applied 
provided  that  the  total  bill   for  service  shall  not  be  less  than  the  Energy  Cost  Adjustment. 

PENALTY  FOR  NONCO^fPLIANCE:     The  customer  shall  be  provided  nlth  the  means  to  override  the 
remote-controlled  switch  and  operate  the  pump  during  periods  of  interruption.     Use  of  the  pump  during 
the  interruption  period  will  be  measured  by-*h«^  Uti 1 i ty ,  anda  penalty  per  kilowatt-hour,  as  shown  - 
below,  will   be  assessed  in  addition  to  customary  charges  per  kWh. 

Penalty  per  Kilowatt-hour 

OPTION  A  $.30 
OPTION  B  .2£t 
OPTION  C  .37 

END-OF-YEAR  BONUS:     PCandE  offers  a  bonus  at  the  end  of  the  calendar  year  for  those  accounts 
where  the  override  feature  has  not  been  used.     The  bonus  is  kO  percent  of  the  total  participation  and 
per-signal  credits  earned. 

EMERGENCY  INTERRUPTION:     During  periods  of  emergency  on  Utility's  system,  customer's  pump  may  be 
interrupted  in  a  manner  not  consistent  with  the  conditions  described  under  the  options  above.  System 
emergencies  include,  but  are  not  limited  to,  failure  of  Utility's  generation  or  transmission 
equipment,  effects  of  severe  weather  systems,  occurrences  on  other  utility  systems  requiring  the 
Utility  to  meet  contractual  agreements  with  those  utility  systems  or  requirements  of  regulatory 
agencies.     Customers  will  be  requested  to  use  their  best  efforts  to  accomplish  the  emergency 
interruptions.     No  penalties  will  be  applied  when  interruptions  exceed  the  conditions  described  In 
the  options  above.     However,  If  emergency  interruptions  are  initiated  that  are  consistent  with  the 
applicable  conditions,  then  penalties  shall  be  determined  as  designated  under  "Penalty  for 
Noncompl lance." 

CONTRACT:     Electric  service  under  this  Special  Condition  shall  be  supplied  in  accordance  with  a 
contract  authorized  by  the  California  Public  Utilities  Corrmission.     Such  contract  will  be  in  effect 
until  cancelled  by  either  party  by  written  notice.     Such  contract  may  also  be  cancelled  by  PCandE  at 
Its  sole  option,  in  the  event  of  excessive  noncompliance  by  customer,  as  determined  solely  by  the 
Utl  1 1  ty .  ' 


As  authorized  by  the  California  Public  Utilities  Commission 
Advice  Letter  No.   1098-E  (Supplemental)      Effective:    May  1,  1986 


HETCH  HETCHY  WATER  AND  POWER 
SCHEDULE  OF  ELECTRIC  RATES 


SCHEDULE  LS-1   -  UTILITY-OWNED  STREET  AND  HIGHWAY  LIGHTING  (Continued) 

7.  OWNERSHIP:     All   facilities  installed  under  this  schedule  except  for  the  Class  "C" 
customer-owned  pole  or  post,  support  arm  and  foundation  shall  vest  in  the  Uti 11 tv 

8.  MAINTENANCE:  ^' 

The  Utility  shall  exercise  reasonable  care  and  diligence  in  maintaining 
Utility-owned  facilities.     Maintenance  will  be  performed  as  an  accommodation  on  a  customer-owned 
Class    C     pole  or  post     arm  and  foundation,  at  the  customer's  e;.pense,  where  customer  is  unable 
to  obtain  the  service  elsewhere.     Where  the  Utility  experiences  or  expects  to  experience 
maintenance  costs  exceeding  (ts  normal  maintenance  expense,  resultino  from  but  not  limited  to 
vandalism,  or  unusual  nonstandard  design  of  pole,  post,  or  luminaire;  the  Utility  may  require 
the  customer  to  pay  excess  maintenance  costs  as  may  be  necessary. 

{b1     A  charge  of  50,62  per  month  wi  14-s^fflade  to  provide  for  pole  paintina  to  maintain  (CI 
good  appearance.     On  multi-lamp  installations  where  pole  painting  Is  required,  this'charae  will 
be  applied  only  to  the  first  lamp,  "  .^^ 

9.  SPECIAL  EQUIPMENT:     Luminaires,  poles,  posts  and  other  equipment,  reauested  by  a 
customer  or  app  leant,  in  addition  to  or  in  substitution  for  the  Utility's  standard  aalvanized 
steel  poles,  galvanized  steel  posts,  photocell  controls  and  equipment,  will  be  provided  if  such 
equipment  meets  the  Utility's  engineering  and  operating  standards  and  if  the  customer  or  aopti- 
cant  pays  the  cost  difference  between  the  equipment  normally  provided  by  the  Utility  and  the 
equipment  requested  by  the  customer  or  applicant,  plus  an  additional  contir:..ing  monthly  payment 
equal  to  one  percent  of  the  cost  difference.     This  provision  is  also  applicable  to  special  opti- 
cal filters,  shields  or  other  special  hardware  required  or  requested  by  the  applicant  or  any 
governmenta    agency  having  jurisdiction.     At  the  request  of  the  customer  or  applicant  the 
Utility  will   install   special  equipment  entirely  at  the  Utility's  expense  provided  the  customer 
agrees  to  pay  a  continuing  monthly  payment  equal  to  two  percent  of  the  cost  difference 

10.  LINE  EXTENSIONS:     Where  the  Utility  determines  that  it  is  necessary  to  extend  its 
electric  distribution  lines  to  serve  only  a  street  light  or  a  street  lighting  system,  the 
applicant  shall  advance,  subject  to  refund  in  accordance  with  Electric  Rule  No     15    the  esti- 
mated installed  cost  of  such  line  extension,  exclusive  of  service  conductors  (and  transformer  if 
required),  under  the  provisions  of  Special  Condition  9.     The  Utility  may  waive  the  foreqoinq 
line  extension  provisions  where  the  extension  is  estimated  to  be  of  nominal  cost  and  where  not 
more  than  one  pole  and  one  span  of  overhead  line  is  required  to  reach  the  Utility-designated 
connection  point,  or  in  the  case  of  underground  facilities,  where  the  first-service  delivery 
point  IS  no  greater  than  300  feet  from  the  Utility-designated  connection  point.     The  cost 
difference  used  in  calculating  the  continuing  monthly  payment  as  specified  in  Special  Condi- 
tion 9  will  be  reduced  by  an  amount  equal   to  any  Electric  Rule  No.  15  refund,  and  the  continuing 
monthly  payment  shall  be  adjusted  accordingly. 

11.  TEMPORARY  DISCONTINUANCE  OF  SERVICE:     (Fixture  remains  In  place.)     At  the  request  of 
the  customer  the  Utility  will   temporarily  discontinue  service  to  the  individual  luminaires  pro- 
vided the  customer  pays  a  facility  charge  equal  to  the  all-night  rate,  adjusted  to  zero  burninq 
hours  under  the  provisions  of  Special  Condition  3.  plus  the  estimated  cost  to  disconnect  and 
reconnect  the  light. 

12.  CONTRACT:     Service  to  each  light  installation  shall  be  an  initial  contract  term  of 
five  years  and  shall   automatically  continue  thereafter  from  year  to  year.     The  initial  term 
shall  commence  when  permanent  service  is  first  rendered  or  within  90  days  of  when  the  lights  ar^ 
rirst  ready  for  service,  whichever  occurs  first. 


As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.    86-12-095,   86-12-091  Effective:    January  1 ,  1987 
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HETCH    HETCHY  WATER  AND  PO^^ER 
SCHEDULE  OF  ELECTRIC  RATES 


SCHEDULE  L5-2  --  CUSTOMER-OWNED  STREET  AND  HIGHWAY  LIGHTING 

APPLICABILITY:     This  schedule  is  applicable  service  to  lighting  installations  which  illuminate 
streets,  highways,  and  other  publicly-dedicated  outdoor  ways  and  places  where  the  customer  usually 
owns  the  lighting  fixtures,  poles  and  interconnecting  circuits.     The  customer's  facilities  must  be 
of  good  construction  acceptable  to  the  Utility  and  in  satisfactory  condition  to  qualify  for  Class  B 
or  C  rates. 

TERRITORY:     The  entire  territory  served. 



rCA55   A 

Utility  supplies  energy 
and  switching*  service 
only. 


Nominal  Lamp  Rating: 


LAMP 
WATTS 


kWhr  PER 
MONTH 


INCANDESCENT  LAMPS: 

92  31 
189  65 

295  101 

kOS  139 

620  212 

860  29^1 

MERCURY  VAPOR  LAMPS; 
100  kO 
175  68 
250  97 

hOO  152 

700  266 

1,000  377 


AVERAGE 
Initial 
LUMENS** 


B 

Utility  supplies  the 
energy,  switching*,  and 
maintenance  service  for 
1  amps ~apd  glassware. 


Utility  supplies  the  energy, 
switching*,  and  maintenance 
service  for  entire  system 
including  lamps  and  glassware. 


Per  Lamp  Per  Month 


Class  A 
All-Night 


Class  B 
All-Night 


Class  C 
All-Night 


A,  a,  ana  C 

Hal f-Hour 
Adjustment 


1  ,000 

$  2 

753(1) 

$  't.700(l) 

$  5.933(1) 

$0.108( 1 ) 

2,500 

5 

't'48(l) 

7.105(1) 

8.338( 1) 

0.226(1) 

it, 000*** 

e 

205(1) 

9.656(1 ) 

10.889( I ) 

0.352(1 ) 

6,000*** 

11 

115(1) 

12.'t65(  1 ) 

13.609( I ) 

0.£>8't{  1 ) 

10,000*** 

16 

705( I ) 

18.055(1 ) 

18.855(1 ) 

0.738(  1 ) 

15,000*** 

22 

985(  1 ) 

2iv.335(  1 ) 

1  .023( 1 ) 

3,500 

$  3 

533(1) 

$  3.883( I ) 

$  1*. 336(1) 

S0.139( 1 ) 

7,500 

5 

677{ 1 ) 

6.027(  1 ) 

6.277( 1 ) 

0.237( 1 ) 

11  ,000 

7 

898(  1 ) 

8.2't8(  1 } 

8.6it8(  1 ) 

0.338( 1 ) 

21 ,000 

12 

110( I ) 

12.i*60(  1 ) 

12.810( 1 ) 

0.529(1) 

37,000 

20 

6hO{ 1 ) 

21  .190(  1 ) 

22.oao( 1 ) 

O.S26( 1 ) 

57,000 

29 

3itl  ( 1 ) 

29.691 ( 1 ) 

30.3'tl  { 1 ) 

1 .312( 1 ) 

HIGH  PRESSURE  SODIUM  VAPOR  UMPS  AT: 
120  VOLTS 


70 

29 

5,800 

100 

1*1 

9,500 

150 

60 

16,000 

2kQ  VOLTS 

70 

3it 

5,800 

100 

it7 

9,500 

150 

69 

16,000 

200 

81 

22,000 

250 

100 

25,500 

310 

119 

37,000 

itOO 

15it 

"46,000 

LOW  PRESSURE 

SODIUM 

VAPOR  LAMPS: 

35 

21 

£i,800 

55 

29 

8,000 

90 

13,500 

135 

62 

21 ,500 

180 

78 

33,000 

METAL  HALIDE 

UMPS: 

1*00 

162 

30,000 

1 ,000 

387 

90,000 

$  2.585(1} 

$  3.071(1) 

S  3.572(  1} 

50.101 ( 1 ) 

3.588( 1  ) 

i|.120(  1  ) 

tt.keoi  1 ) 

0.T*3(I) 

5.065( 1 ) 

5.575(1) 

5.915( 1 ) 

0.209( 1 ) 

$  3.002(1) 

5  3.'*5'+(  1  ) 

$  3.9£|ii(l) 

$0.118{ I ) 

t*.063{  1 ) 

k.57S{ I  ) 

( i } 

0.16't(  1  ) 

5.75£t(  1  ) 

6.264(  1) 

6.60'»(  1 } 

0.2'tO(  1  ) 

6,673{ 1 ) 

7.213(1) 

7.963{ 1  ) 

0.282( 1 ) 

8.128( I ) 

8.e68(  1} 

9.530(  1) 

o.im  1 ) 

9.583( 1 ) 

0.iiH(  1  ) 

12.263(1) 

12.773(1) 

13.it37(  1 ) 

0.536( 1 ) 

$  2.078(1) 

50.073(1) 

2.691 ( 1) 

0.101(1) 

3.916( 1 ) 

0.157(1 ) 

5.218( 1 ) 

0.216( 1 ) 

6.h'il{\) 

0.272( 1 ) 

$12.876( 1) 

$0.56i»(  1  ) 

30.106( 1 ) 

1.3^7(1) 

*5witching  Service  is  closed  to  new  installations. 
**Latest  published  information  should  be  consulted  on  best  available  lumens. 
***Service  for  incandescent  lamps  over  2,500  lumens  will  be  closed  to  new  installations 
after  September  11,  1978. 


(Continued) 


As  authorized  by  the  California  Public  Utilities  Commission 
Decision  No.    88-05-027  Effective:    May  11,  1988 


CALCUUTIONS  FOR  TTNIT  COST  OF  SERVICE 


FOR  HETCH  HETCHY  POWER 


SUPPLIED  TO  CITY  AGENCIES 


CLASS  OF  SKBTIC8  mmn  See  backup  sheet  Miai  Hai  8788  * 

FT  m?-88  Actual 

m  % 


mm 

76,964,21)0 

11.4 

ST.  LTS. 

«,878,m 

6.3 

PUHPS 

27,989.200 

1.1 

AIBPOBT 

251,615,200 

37.1 

mi 

278,830,1*3 

11.1 

TOTAL 

678,276,887 

100.0 

AlfiPORT 

251,615,200  : 

AP  TKKAHTS 

150,963,120 

Aim 

100.616,080 

HUNI  LOAD  FT  1987-88 

I 

t 

BAllMA? 

76,961,200 

11.6 

ST.  LTS. 

12,B78,1U 

8.1 

mps 

27,989,200 

5.3 

AIBPOBT 

100,616,060 

19.1 

(HO  TKHAKTS) 

OTBSB 

278,830,113 

52.9 

TOTAL 

527,307,767 

100.0 

BILLIHG  DKTKRHIHAHTS 

JOLT  19B9  IBBOOGa  Ml  1990 


08us 

Bonth 

HudI  Load 

HID/TIO 

Total  Fin 

Hours 

Koergy 

Fin  Energy 

Obligation 

1  CS      Its  t\11 

1969 

July 

711 

13,688 

71,371.0 

121,662,0 

Au^t 

711 

19,691 

71,971.0 

121,668.0 

SepUiber 

720 

51,565 

72,555.1 

121,120.1 

October 

711 

52,369 

71,971.0 

127,343.0 

Novesber 

720 

53,691 

72,555.1 

126,116.1 

Deceiber 

711 

55,939 

71,971.0 

130,913.0 

199D 

151.230 

January 

711 

53,776 

73,131.8 

U6,910.e 

February 

672 

51,981 

66,057.3 

118,036.3 

Karch 

711 

55,051 

73,131.8 

126,185.8 

April 

720 

50,718 

70,775.6 

121,493.6 

Bar 

711 

52,711 

73,131.8 

125,875,8 

Jiifle 

720 

52,490 

70,775.6 

123,265.6 

TOTAL 

629,903 

872,013.7 

1,501.922.7 

Soergy  Billitii 
Deterainaot 

12  M.  1  260,000  ka  :  3,120,000  h.K  Deiand  Billiog  Deteninant 
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CAPiCm  BKSm  COST        Tears  1988-1992 

260,000     Bfl  0.23 
59.800        I  12  Hontbs 


59,800  KK 

ToUl  Capacitf 
fiesene  Cost 


Class  I  raUs  froi  Cost  of  Powr  Study  1939-90 
See    Skae-fS  SuMar? 

Total  Deiaod 

Class  Hates  $18,291,701  io.020.IIO  8  271591 

Capacit;  Beser^e  Costs        «,<85,000  <,«5,000.  o 

«2,?76,7fll  U,505,I10  8,271,591 

BiUini  DeteriinaflU  ^.m.m  1.501,923 

Deaand  Charge :  ti  en. 

(it  bus)  «-65kB.».       JO. 00551  iUlsABb 

Deuod  Charge  = 
Deiaod  Charge : 
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HfflSLIKG  CMBGK: 

„    .  '  °f  '"'^l  frajfcUd  lluni  Load      Projected  Buiii  load  ProiecUd  HunI  U»H 

"  ».«M»6  32,315,952  ' 

333,092,?06 
629,903,000  (1) 


U.6 

82,282, 09G 

88,86^,652 

0.  I 

5.3 

<9,48<,221 

29,925,886 

32,319,952 

19.1 

107,586,658 

116.193,576 

52.9 

298,018,969 

321,660,166 

;oo,o 

563,576,000  (3) 

608,662,000  (2) 

(1)  Froi  City  Forecast-City  Huoicipal  Load  at  Bus  

(2)  Fros  Citj  Forecast-City  Hunicipal  Load  at  Interchaoge  8/26/88 

(3)  Froi  City  Forecast-City  Municipal  Load  at  llet«r 


89/90 

Projected  Suni  Load                  Traosiisslon  TransiissioQ 

Schedulitig  pt.  [M)                 Charge  (JAsh)  Charge  ($) 

0.01102  1979,288.47 

0.01756  $868,942.92 

0.00683  $220,745.27 

0.00427  $496,  146.57 

0.01529  $4,921,246.53 

$7,486,369.76 

Charges  froa  HH  Be?enue  Analysis 
JaDuary  1986 


RMLHA? 

88,864,652 

ST.  LIS. 

49,484,221 

pntiDc 
rUlrb 

32,319,952 

AIBPOBT 

116,193,576 

(HO  mm) 

OTKfi 

321,660,466 

TOTAL 

608,662,000 

mm  cw: 

Sbus 

$0.00551  iillsABh 

DEHAND  CHABGK: 

9Bus 

Huni  Load 

Deaand 

1989 

U 

July 

87,089 

August 

86,882 

Septeaber 

95.130 

October 

96,484 
104,967 

NoTeiber 

Deceiber 

104,967 

1990 

January 

104,191 

February 

103,732 

Harch 

102,577 

April 

97,535 

Say 

101,631 

June 

98,325 

TOTAL 

1,183,710 

9bus 

1,163,710  Hh 

629,903,000  kwh    :  13,470,765.53 


<<-85  kB.io.  :  $5,504,251.50 
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TOTAL  COST  M  Ml  LOAD: 


ToUl 

mt  COST  m  KOHIM: 

ii6,<61, 388.79 

heter  563,516,000 
load 


>7,<86,369,76 
i3,i70.765.53 
)5,S0t,251.5O 
)16, 461,366.79 

$0.02921  m 


28-Apr-89 


KIO)  KlOrr  MID)  Ml  PWfl 
QSI  OF  KKS 


EIPME  CLKSiriUlia 


RECORDED  FT  mi-» 


(OO-ftJ,  QCTKRS  Ft  H9)-8B 


FTOJECrtHaBI  (F  PW  fi  IW 


FUSDSSfOO 


D  0 

ts,«i,us  <3,ni,ou 


i,iM,a;   i44,i:i  0 
a        0        a  c 


0  0  0 


MMHISSKN 


UK  miL 

D  0 

9I,U0 

0 

4 

81.450 

0 

4 

t 

REWIKED 

ii.in 

< 

II, in 

S,50« 

5.441 

0 

li,72S 

T,n7 

4,491 

1 

0 

D,ni 

n.ni 

»,m 

11,514 

4 

B,ti9l 

11,215 

15.474 

ADniN.  t  EEKM 

COW 

0 

0  lU.W 

c 

I 

ID) 

105,071 

S,eB7  ll(>0,?O4I 

( 

103,421 

U.ll] 

11,009 

0 

l»,SO 

73,154 

•8.100 

0 

0  t,?75,?!( 

0 

ra  10  us  aw  T 

1 

0 

1,805,472  I,l90,li:  M,??5,»J»1 

1 

I,U5,tn 

i,4ai,*is 

,172,777 

4 

*.i 

1,717,517 

i,m.5io 

Li's, 007 

0 

0  Ul.JU 

0 

0 

185,575  MI2,377I 

5 

lll,I7t 

ll],174 

4 

5.4 

759. 4] 1 

179.814 

ITJ.SIft 

I7i  J,f7t,71l 

t 

],]84 

I,0» 

1,151 

4 

1.4 

1.875 

7.124 

i.iy. 

0 

2,07i,l3S  l,t<n,&&  tl,771,7in 

( 

I,97t,tS 

l,2U,UI 

aU,(54 

0 

4,4 

2,177,173 

1,424.105 

950.870 

KtMUIC  KKR  IZJiMTIIH 

MS  1,0711.00} 

J 

5BI,nt 

7»,!49 

785. P?f 

0 

1.4 

449.  ID 

142,441 

1!6.4'P 

iiwsiissiai 

<e<,;p  ii,07&.(aii 

1 

591,914 

208,7(2 

0 

U 

477,444 

M7,017 

J»,4!: 

l.iW.IJ) 

1,009,177 

ri.tJI  (U,50f 

» 

i,o«,in 

405,501 

U1.471 

0 

1,4 

1,153,508 

491,104 

4*2.20! 

KriN.  1  KICfUC 

0 

W,W  UU,509) 

1 

lSl,f*« 

in,u2 

0 

4,4 

291,764 

174,274 

117.514 

I,W,II7 

0 

0 

DM  9 

D 

as7,n)  ii,fu,u;i 

1 

l,0>S,M] 

47T,1S 

»19,t57 

4 

1,700,475 

770,417 

480.778 

lAUS 

Mo.in 

0 

0  Ho.:7; 

4 

B 

3S3,!OI 

5 

1SI,»7 

174,104 

174,104 

0 

5.' 

£7,206 

174,104 

174,104 

K9T  SERVia 
UFIIN.  OJIIATS 


I,B  0  0  'I 

S.»  4,547.100  J.ffll.HO  l.iBl.S5r 


SUnDIN. 


l£B  P04-(PD»TI«  IttOt  (31,8011      117,4721   114,1111  0 

«109IIM1I(K  OF  (Wn  Fm  171/89  ■  7/1/90 
IIUIW  KFOWIWMIS 

OCET-fWl 

ottas 

Dwwi'4/n.n), 
EWXY-tllliS/lUI 


19.274.217  10,011,144  8.747. 941) 

S  117,4921      18,744!      11.7441  0         5,7  117.4721  I8,'44l 

18,791,704  10,020,110  I,2'l.594 


1,170.000 

1,501.971 

1.21 

S.SI 
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'^^^^^^^^OHPARISON  FOH  CITY  AGEUClE^^^^^^^tTcTuTCHy  POWBR  AT  COST 


ID            (21              (3)          (M  (5)            Note  1 

(  using  i  DIFFBH-  X  DIFFBR- 

City  Agencies  Supplied              Fy88/89      FV88/89        FY88/89  29.21  ailh  BUCK  BNCB 

Dept  f     HH  Power  at  Cost                        KVH            AHT          )/KMH       /KVH  (2)-[M  Benarks 


3.00 

City  Attorney 

73160 

2440.82 

.03336 

2137.00 

303.82 

-12.45 

4.01 

District  Attorney 

136200 

4549.55 

.03340 

3978.40 

571.15 

-12.55 

4.02 

Distr.  Attorn.  Faaily  Support 

430940 

14377.42 

.03336 

12587.76 

1789.66 

-12.45 

5.00 

Public  Defender 

494320 

16497.46 

.03337 

14439.09 

2058.37 

-12.48 

8.00 

Sheriff 

1192280 

35377.77 

.02967 

34826.50 

551.27 

-1,55 

9.01 

Controller's  Office  Payroll 

369600 

12330.93 

.03336 

10796.02 

1534.91 

-12.45 

12.01 

Juvenile  Hall 

1334380 

39816.84 

.02983 

38991.84 

825.00 

-2.07 

12.01LC 

'     Log  Cabin 

448311 

15004.78 

.03347 

13096.92 

1907.86 

-12,72 

H.Ol 

Conaunity  College 

11744112 

352252.42 

.02999 

343063.04 

9189.38 

-2.61 

24.03 

Mayor's  Office-100  Larkin 

61500 

2251.99 

.03336 

1971.68 

280.32 

-12.45 

24.03.01 

Hayor'B  Office-1050  HcAllister 

150640 

4698.09 

.03119 

4400.19 

297.90 

-6,34 

24.04 

Hayor's  Office-100  «. Young  Cir 

192880 

6435.04 

.03336 

5634.02 

801.02 

-12,45 

24.09 

Mayor's  Of f ice-Baergency  Servi 

144 

2399.73  16.66479 

4.21 

2395.52 

-99.82   Sirens  360hp 

28.00 

Art  Conftission 

302981 

10121.25 

.03342 

8850,25 

1277.00 

-12.61 

31.03 

Fire  Dept. 

3554524 

118465.87 

.03333 

103827.65 

14638.22 

-12.36 

32,00 

Hetch  Hetchy 

143620 

4859.42 

.03384 

4195,14 

664.28 

-13.67 

33.00 

Health  Service  Systea 

432558 

14442.69 

.03339 

12635,02 

1807.67 

-12.52 

35.04 

Municipal  Railway 

97128798 

2902317.09 

.02867 

2854658,19 

-52341.10 

1,87 

38.01 

Police  Dept 

1391086 

46430.14 

.03338 

40633,52 

5795,52 

-12.48 

40.05 

PUC  Utilities  Engineering 

Z88722 

9632.63 

.03336 

8433.57 

1199.06 

-12.45 

40.01 

PUC  Personnel  4  Training 

96968 

3235.12 

.03336 

2832,44 

402.68 

-12.45 

41,00 

Public  Library 

2861751 

91034.41 

.03181 

83591.92 

7442.49 

-8.18 

42.02 

Rec  i  Park  General 

11290514 

359972.59 

.03277 

329798.83 

40173.76 

-10.86 

42.05 

'   "     •  Golf 

691216 

22170.33 

.03207 

20190,42 

1979.91 

-8.93 

42,08 

■   "  "Zoo 

2189940 

75003.94 

.03425 

63968.15 

11035.79 

-14,71 

44.01 

Enployees  Betirenent 

111610 

3731.12 

.03341 

3261.88 

469.24 

-12,58 

45.00 

Social  Services 

2976820 

92453.93 

.03106 

86952.91 

5501.02 

-5.95 

45.01 

Var  Meaorial  General 

4815980 

151065.92 

.03098 

142427,38 

8638,54 

-5.72 

45.02 

Art  NuseuB 

1285120 

38842.92 

.03023 

37538,36 

1304.56 

-3.35 

49.00 

Public  Buildings 

211281S2 

587764.63 

.02782 

817171,14 

-29406.51 

5.00 

49.03 

Street  Lighting  HH 

34542248 

983938.46 

.02849 

1008979.06 

-25040.60 

2.54 

Gl.OlOO   Fine  Arts-Legion  of  Honor 

1923200 

57617.97 

.02996 

56176.67 

1441.30 

-2.50 

61.0101   Pine  Arts-DeYoung  Hueeua 

4451920 

133638.13 

.02998 

130215.84 

3422.29 

-2.56 

10.00 

Chief  Adttinstrative  Ofc.-SPCA 

464000 

15483.33 

.03337 

13553.44 

1929.89 

-12.46  (Aniiial  ContrJ 

11.01 

Real  Bstate-Hallidie  Plata 

238240 

7959.45 

.03341 

6958.99 

1000.45 

-12.57 

12.02 

Famer's  Market 

33040 

1102.31 

.03335 

965.10 

137.21 

-12.45 

15.00 

Dept.  of  Electricity 

993469 

29889.03 

.03009 

29019.23 

869.80 

-2.91 

83.01 

DPH  Central  Office 

968400 

29228.80 

,03018 

28286.96 

941,84 

-3.22 

83.04 

•   Health  Centers 

1792669 

56998.61 

.03180 

52363.86 

4634.75 

-8.13 

83. 01 

•  Disease  Control 

113120 

3779.46 

.03341 

3304,24 

475.22 

-12.57 

84.00 

'   Buergency  Hospital 

7  4456 

2484.09 

.03336 

2174.86 

309.23 

-12.45 

85.06 

*   Laguna  Honda 

4826642 

143933.34 

.02982 

140986.21 

2947.13 

-2.05 

86.00 

"   SP  General 

28013295 

761089.72 

.02716 

818443.61 

-57353,89 

7.54 

81.22 

'   Mental  Health  Centers 

521786 

17454,50 

.03345 

15241.3? 

2213.13 

-12.68 

81.232SP   "   Special  Probleas 

118761 

3978,50 

.03350 

3469.01 

509.49 

-12.81 

90.04 

DPV  Building  Repair 

833262 

26632.74 

,03196 

^  24339,58 

2293.16 

-8.61 

90.08SC    '   Street  Cleaning 

2569 

95.43 

.03715 

75.04 

20.39 

-21.37 

91.01 

Purchasing  Dept 

824220 

25016.90 

.03035 

24075.47 

941.43 

-3.76 

SUBTOTAL 

248734066 

7250303.61 

.02915 

7265522.07 

-15218.46 

.21 

7.00  SP  Unified  School  District 

7.01  Child  Care 

50.00     Calif  Acadeay  of  Science 
SUBTOTAL 

GRAND  TOTAL 


32407281 

1032582.00 

.03186 

356050 

11886.59 

.03338 

4474247 

132985.29 

-.02972 

37237578 

1177453.98 

.03162 

285971644 

8427757.59 

.02947 

946616,68 

85965.32 

-8.33 

10400,22 

1486.47 

-12.51 

130892.75 

2292.54 

-1.72 

1087709.65 

24842.19 

-12.57 

8353231.72 

74525.87 

-.88 

1.  Percent  Difference  is  as  EoUohs  ((4)/(21tl00)-10O 

2.  Colunns  1,2,  and  3  Present  Method:  Coluan  4  Proposed  Method 


Municipal  Railway,  Public  Buildings,  Street  Lighting  and  General  Hospital  will  be  paying  acre. 
All  other  departnents  will  be  paying  less. 


REPORT   ON   THE   ANTICIPATED   EFFECT  OF   PROPOSED   SCHEDULE  OF 
RATES  UPON  THE   BUDGET  OF   HETCH  HETCHY  WATER  AND  POWER 

June  1989 


The  Ketch  Hetchy  power  system,  with  its  three  hydroelectric 
generating  plants,  generates  nearly  two  billion  kilowatt 
hours  of  electric  energy  in  a  normal  year.  This  energy  is 
sold  to  the  Modesto  and  Turlock  Irrigation  Districts,  Norris 
Industries,  several  industrial  customers  assigned  under 
contracts  with  Pacific  Gas  and  Electric  Company  ( "PG&E ) ,  and 
to  various  departments  of  the  City  and  County  of  San 
Francisco.  A  very  small  amount  is  also  sold  to  a  few 
miscellaneous  private  customers. 

Over  80%  of  the  power  sold  by  Ketch  Ketchy  is  sold  under 
rates  that  are  automatical ly  updated . 

The  rates  to  Modesto  and  Turlock  Irrigation  Districts,  which 
consume  about  60  percent  of  the  electric  energy  sold  by  City, 
are  established  by  contracts  between  City  and  Districts. 

The  rates  to  Norris  Industries  are  covered  by  a  service 
agreement  between  the  City  and  the  Army  which  wil 1  expire  on 
March  31,  1991. 

Rates  to  the  San  Francisco  Water  Department,  the  Clean  Water 
Program  and  the  San  Francisco  International  Airport  are 
provided  by  the  terms  in  settlement  of  Airport's  electric 
rate  litigation  and  revenue  diversion  litigation.  In 
accordance  with  the  settlement  terms,  and  as  approved  by  the 
San  Francisco  Public  Utilities  Commission  ("Commission")  and 
the  Board  of  Supervisors ,  rates  to  these  municipal 
departments  shall  rise  or  fall  automatically  with  changes  in 
the  applicable  PGandE  rates,  to  which  they  are  pegged, 
without  the  need  of  notice  and  public  hearing  before  the 
Commission  and  subsequent  consideration  by  the  Board  of 
Supervisors . 

The  rates  to  various  other  City  departments,  and  to  six  small 
miscellaneous  private  customers ,  are  established  by 
resolution  of  the  Commission  and  are  subject  to  review  by  the 
Board  of  Supervisors.  Since  the  previous  rate  revision 
adopted  by  the  Commission,  the  California  Public  Utilities 
Commission  ("CPUC")  has  authorized  several  revised  rate 
schedules.  The  net  result  of  these  changes  has  been  an 
increase  in  electric  rates.  To  continue  its  policy  of 
maintaining  competitiveness  with  prevailing  rates,  the 
Commission  is  taking  similar  action  with  respect  to  its 
schedule  of  rates  for  disposal  of  Ketch  Hetchy  power  to 
private  customers,  and  to  City  departments  that  are  not 
supplied  power  at  cost. 


Adoption  of  the  proposed  rates  will  have  little  effect  on  the 
income  derived  from  sales  to  miscellaneous  private  customers, 
since  this  load  collectively  accounts  for  less  than  one 
twentieth  of  one  percent  of  total  sales. 

The  proposed  rates  will  have  an  impact  on  the  income  derived 
from  sales  to  certain  metered  municipal  activities,  as 
enumerated  below,  since  these  are  presently  paying  full 
rates.  These  City  agencies  have  budgeted  for  electricity  for 
FY  1989/90  on  the  assumption  that  this  rate  change  will  be 
approved.  The  following  tabulation  shows  in  summary  the 
anticipated  effect  of  the  new  rate  schedules  on  the  budget  of 
Hetch  Hetchy  Water  and  Power  for  the  fiscal  years  1989/90  and 
1990/91 . 


Gross  Revenue  From 


*Under 
Present 
Rates 


Under 
Proposed 
Rates 


Separately  Metered 
Municipal  Activities 

Civic  Aud.   -  Brooks  Hall 
Moscone  Center 
Candlestick  Park 
Yacht  Harbor 
Parking  Authority 
Public  Works  (Bridges, 
Tunnel ,  Traffic 
Engineering,   etc. ) 


300,000 
760,000 
425, 000 
122 , 000 
43,000 


901 , 040 


FY  89/90 


350,000 
777,300 
523,200 
135, 460 
53,000 


FY  90/91 


$360,500 
800, 600 
538,900 
139,500 
54, 600 


993,290       1 ,  023, 100 


Total 


$2,551,040       $2,832,250  $2,917,200 


*Rates  adopted  by  the  San  Francisco  Public  Utilities 
Commission  on  March  11,  1985. 

Charges  for  electric  energy  consumed  by  City  agencies  that  do 
receive  discounts,   are  now  determined  by  the  results  of  a 
cost  of  service  study.     Bills  are  computed  using  the  approved 
rates,   and  then  are  adjusted  by  a  discount  to  reduce  the 
charges  to  the  cost  of  service.     In  order  to  simplify  the 
rate  setting  and  billing  process,   it  is  proposed  that  the 
cost  of  service  be  applied  directly  in  computing  bills  for  FY 
1989/90  and  thereafter.     As  these  customers  continue  to 
receive  power  at  cost,   this  change  will  have  no  net  effect  on 
Hetch  Hetchy  revenues.     As  shown  on  the  attached  sheet 
entitled  "Cost  Comparisons  for  City  Agencies  receiving  Hetch 
Hetchy  Power  at  Cost",  most  City  agencies  will  pay  less  for 
power  under  the  direct  method  of  billing. 


All  City  agencies  have  budgeted  for  electricity  for  FY 
1989/90  on  the  assumption  that  the  proposed  rate  changes  will 
be  approved. 


PUBLIC  UTILITIES  COMMISSION 

CrP^  AND  COUNIY  OF  SAN  FRANCISCO 


RESOLUTrON  No. , 


8^-0356 


November  14,  1989 


RESOLVED,  That  on  recommendation  of  the  General  Manager  of 

Public  Utilities,   the  Manager,  Bureau  of  Claims  and  Contracts;  thereof 
and  the  City  Attorney.     This  Commision  approved  and  hereby  requests  the 
Controller  ^to  allot  funds  and  to  draw  warrants  against  such  funds  as  are  or 
will  be  available  in  payment  of  claims  against  the  Municipal  Railway. 


CLAIMANT 


ACCIDENT  NO. 
&  SPECIFIED  PRAYER 


TYPE 


ACCIDENT 
DATE 


PI/PD  SETTLEMENT 


Non-litigated  Settlements 

NONE  , 

Litigated  Settlements 

MARGARET  R.   CHENG  87S0153-1 

ACD* 


2-7  01-18-88         PI  $19,000.00 


VELMA  ROBINSON 


85S0201-1 
ACD* 


2-7  04-16-86         PI  $20,996. 27 


HENG  TCHEN 


88T0250-1 
ACD* 


10-1  08-26-88         PI  $16,000.00 


Judgment 
NONE 


TOTAL  SETTLEMEMTS: 


$55,996.27 


INDEX  632091 


SUB  OBJECT 


(3) 
1450 


*NOTE:     ACD  means  "As  Court  Determines" 


/  hereby  certify  that  the  foreaoinu  resolution  was  adopted  by  the  Public  Utilities  Commission 

NOVEMBER  1  4  1989 

at  its  meeting  of  


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.     ^9  0357 


RESOLVED,  That  this  Commission  on  the  recommendation  of  the 
General  Manager  of  Public  Utilities,  Department  Managers  and  the 
City  Attorney,  hereby  approves  collection  of  charges  for  damages 
against  San  Francisco  Municipal  Railway  from  miscellaneous  debtors 
in  the  amount  of  $22,369.75  and  write-off  compromise  reductions 
for  comparative  negligence  in  the  amount  of  $8,969.03  for  the 
month  of  September  1989. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

NOVtMBIR  14  1989 

at  its  meeting  of  ...   


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


89-0358 

RESOLUTtON  No.  


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  San 
Francisco  Water  Department  Contract  No.  W0-1963R,  Reroofing  SFWD  City 
Distribution  Division  Buildings,  as  satisfactorily  completed;  authorizes  an 
extension  of  time  for  an  unavoidable  delay  of  154  calendar  days;  and 
authorizes  final  payment  in  the  amount  of  $39,503.45  to  the  Contractor, 
Anderson  Roofing  and  Sheet  Metal  Co.,  Inc. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

NUVlMSLR  14  1989 


at  its  meeting  of  _ 


IL. 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


neSOLUTION  Na  


RESOLVED,   That  this  Commission  accepts  the  work  performed  under  Municipal 
Railway  Contract  No.   MR-1003  Presidio  Facility  -  Roof  Repair,   which  is 
funded  under  31-001  Index  715375  Account  No.   962259;   as  satisfactorily 
completed;   approves  Contract  Modification  in  the  amount  of  $392.15; 
authorizes  an  extension  of  time  of  168  calendar  days  for  unavoidable 
delays ;   and  authorizes  final  payment  in  the  amount  of  $6 , 982 . 85 ,   to  the 
Contractor ,    A- Plus  Roofing ,    5801  Mission  Street ,    San  Francisco,    CA  94112. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

.    ^     NUVtMftK  1 4  1989 

at  Its  meeting  of   


Secretary,  Public  Utilities  Comrmssion 


PUBLrC  UTILITIES  COMMISSION 

Crrv  AND  COUNTY  OF  SAN  FRANCISCO 


89-0360 

RESOLUTION  No.   


RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water 
Department  Contract  No.  WD-2023,  16-Inch  Ductile  Iron  Main  Installation  in 
Fillmore  Street  between  Haight  Street  and  Ellis  Street,  in  the  net  amount 
of  $415,445.00  to  D'Arcy  and  Harty  Construction  Co.,  Inc.,  425  Monterey 
Boul evard ,  San  Franci  sco ,  Cal i f orni  a  94127 ,  as  the  1 owest  respons i  ve 
bidder. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  b\  The  Public  Utilities  Commission 

, ^.    ,       NOVEMBER  1 4 1989 

at  Us  meeting  of  


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.    8^  03fel 


WHEREAS,   under  the  authority  of  Charter  Section  3.501.  the 
General  Manager,   PUC  is  authorized  to  make  Non  Civil  Service  and 
Temporary  appointments  and  removals  therefrom;  and 


WHEREAS,   such  appointments  and  removals  have  been  ordered  by 
the  General  Manager.   PUC:  and 


WHEREAS,   the  General  Manager.   PUC,   has  requested 
commission,   ratification  and  approval  of  such  appointments 
and  removals:  now  therefore  be  it 


RESOLVED,   the  Public  Utilities  Commission  does  hereby  ratify 
and  approve  the  Non  Civil  Service  and  Temporary  appointments  and 
removals  for  the  month  of  October  1989. 


i 


I  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

NuvLivibtK  1 4  1989 


at  its  meeting  of . 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

are  and  couhny  of  san  francisco 


RESOLUTION  NO. 


WHEREAS,  Hetch  Hetchy  is  currently  dependent  upon  the 
Pacific  Gas  &  Electric  company  for  support  services  and 
supplemental  energy;  and 

WHEREAS,   Staff  requires  assistance  in  renegotiation  of 
the  current  rate  schedule  for  these  services;  and 

WHEREAS,   This  Commission,   by  its  Resolution  No.  89-0172, 
adopted  May  23,   1989,   authorized  the  PUC  General  Manager  to  request 
qualifications  and  proposals  from  consultants  to  provide  "as- 
needed"  power  planning  services;  and 

WHEREAS,  after  thorough  evaluation  of  all 
qualifications,   proposals,   submittals  and  oral  interviews  with  the 
two  qualified  firms,   the  selection  committee  recommended  Stone  and 
Webster  Management  Consultants,    Inc.   to  provide  the  required 
professional  services ;   now,   therefore ,   be  it 

RESOLVED,   That  this  commission  hereby  authorizes  the 
General  Manager,   Hetch  Hetchy  Water  and  Power,   to  negotiate  and 
execute  a  professional  services  agreement  with  Stone  and  Webster 
Management  Consultants,    Inc.   to  provide  "as-needed"  power  planning 
services  for  a  period  of  five  years  and  an  amount  not  to  exceed 
$150,000  the  first  year. 


/  hereby  certify  that  the  forcfroing  resolution  was  adopted  by  the  Public  Utilities  Commission 

NOVtwibLK  1  4  1989 

at  its  meeting  of  


Secretary  Public  Utilitips  Comm^sior 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND   COUNTY   OF   SAN  FRANCISCO 


RESOLUTION  NO.     SD  Q3G3 


WHEREAS,   On  August  21,    1985,    the  City  and  County  of  San 
Francisco  acting   through  the  Utilities  Engineering  Bureau  of  the 
Public  Utilities  Commission  ("Commission")   entered  into  Hetch 
Hetchy  Contract  No.   757  with  Tutor-Saliba  Corporation 

("Tutor-Saliba")   for  the  construction  of  the  Kirkwood  Powerhouse 

Addition;  and 

WHEREAS,   During  the  course  of  construction  disputes  arose 
between  the  Commission  and  Tutor-Saliba  concerning  requirements 

under  the  contract;  and 

WHEREAS,   Tutor-Saliba  filed  a   lawsuit  against  the 
commission,   known  as  Tutor-Saliba  Corporation  vs.  Public 
Utilities  commission,   of  ^he  Citv  and  County  of  San  Francisco,  et 

al . ,   No .    904-065 ;  and 

WHEREAS,   The  Commission  and  Tutor-Saliba  have  entered  into 
a  settlement  agreement  resolving  the  disputes  between  the  parties 
whereby  the  Commission  shall  modify  the  Tutor  Saliba  contract  to 
include  payment  of  $600,000.00;   now  therefore  be  it 

RESOLVED,  That  the  Commission  authorizes  the  Manager  of  the 
Utilities  Engineering  Bureau  to  modify  Contract  No.   757  and  to 
execute  the  necessary  agreements  in  resolution  of  the  disputes 
between  the  Commission  and  Tutor  Saliba. 


,      e...,by      C.tiry      tha.      .h.      To.  .going  solution  W>« 

adopted      by      th.      Public      Utilitl..      C  c  .  ,  .  l  o  n      .t  l.s 

in««tlng  of 


-NOV  U  iJciQ 


Secretary, 


arv.   Public  Utiliti^  ' 


Commission 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND   COUNTY  OF   SAN  FRANCISCO 


RESOLUTION  NO. 


WHEREAS,    In  April,    1985,   the  City  and  County  of  San 
Francisco  acting  through  the  Utilities  Engineering  Bureau  of  the 
Public  Utilities  Commission  ("Commission")  entered  into  Hetch 
Hetchy  Contract  No.    536  with  Sulzer  USA,    Inc.,    (formerly  Sulzer 
Bros.,    Inc.,   hereinafter   "Sulzer"),   for  the  construction  of  the 
Kirkwood  Powerhouse  Addition;  and 

WHEREAS,  During  the  course  of  construction  disputes  arose 
between  the  Commission  and  Sulzer  concerning  requirements  under 
the  contract;  and 

WHEREAS,   The  Commission's   representatives  and  Sulzer 
conducted  extensive  negotiations  which  resolved  the  differences 
between  the  parties ;  and 

WHEREAS,   The  Corrunission  and  Sulzer  have  entered  into  a 
settlement  agreement  whereby  the  Commission  shall  modify  the 
Sulzer  contract  to  retain  from  monies  held  in  retention  the 
amount  of  $590,000.00;   now  therefore  be  it 

RESOLVED,  That  the  Commission  authorizes  the  Manager  of  the 
Utilities  Engineering  Bureau  to  modify  Contract  No.   536  to  retain 
$590,000.00  and  to  execute  the  necessary  agreements  for 
resolution  of  the  disputes  between  the  Commission  and  Sulzer. 


1  K.r.by  certify  that  th«  for. going  c*solutlon  wa 
adopted     by     th«'   Public     Utllltl-s      commission     at  lt« 

or  — NOV  14  1988 


Secretary,   Public  Utilities  Commission 


MINUTES 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF   SAN  FRANCISCO 

Art  Agnos 
Mayor 

SPECIAL  MEETING 
Room  2C,  City  Hall 

1:00  P.M. 
November  21,  1989 

COMMISSIONERS 
Rodel  E .   Rod  is ,  President 
Sherri  Chiesa,  Vice  President 
H.  Welton  Flynn 
Arthur  V.  Toupin 


Gordon  Chin 


DEPARTMENTS 


BUREAUS 


Hetch  Hetchy  Project 


Claims  and  Contracts 


Municipal  Railway 


Energy  Conservation 


Water  Department 


Engineering  and 
Construction  Management 


Financial  Management 


Information  Systems 


Management  Efficiency 
and  Productivity 


Personnel  and  Training 


Thomas  J.  Elzey 


GENERAL  MANAGER 


Romaine  A.  Boldridge 


SECRETARY 


89-190 


Call   to  Order:      1:16  P.M. 


Present:     President  Rod el  E.   Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  H ,  Wei  ton  Flynn ,  Commissioner  Ar  thur  V . 
Toupin,  Commissioner  Gordon  Chin 


A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 


RESOLUTION 
NO. 


On  motion  of  Toupin,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0365      MR        Requesting  the  Mayor  to  recommend  to  the  Board  of 
Supervisors  a  Municipal  Rai Iway  supplemental 
appropriation  in  the  amount  of  $3,184,819  to 
implement  a  drug-testing  and  employee 
education/training  program  by  December  21,  1989. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0366       MR        Authorizing  the  General  Manager  of  Public 
Utilities,  acting  through  the  Director  of 
Purchasing  and  Services,  to  solicit,  select  and 
enter   into  an  agreement  to  award  a  contract  not  to 
exceed  the  amount  of  $150,000  for  the  services  of  a 
Medical  Review  Officer   (MRO),   for  the  term  ending 
June  30,  1990. 

VOTE :     Ayes  -  Rodis ,  Chiesa ,   Flynn ,  Toupin ,  Chin 


On  motion  of  Flynn,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0367      MR        Authorizing  the  General  Manager  of  Municipal 

Railway  to  sign  and  be  a  party  to  the  Memorandum  of 
Understanding  regarding  the  purchase  of  drug  and 
alcohol  urinalysis  testing  and  collection  services, 
and  toxicology  quality  assurance  blind  testing 
services . 

VOTE:     Ayes  -  Rodis ,  Chiesa ,   Flynn,  Toupin ,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission 


******** 


89-191 


Resolution  No.   89-0365  --  Requesting  the  Mayor  to  recommend  to  the 
Board  of  Supervisors  a  Municipal  Railway  supplemental  appropriation 
in  the  amount  of  $3,184,819   to  implement  a  drug-testing  and 
employee  education/training  program  by  December  21,  1989. 

Mr .  Thomas  Elzey ,  General  Manager  of  Publ ic  Utilities,  presented  a 
brief  background  of  the  drug  testing  issue  and  requ irements  for 
implementation  of  the  UMTA  drug  testing  regulations .     He  stated  it 
was  important  to  move  forward  right  away  as  there  could  be 
repercussions  causing  some  financial  hardship  if  we  were  not  in 
compl iance  on  December  21 ,   198  9.     We  could  suffer  a  cutoff  of  our 
current  letters  of  credit,  and  our  discretionary  grants  could  be 
affected . 

He  reported  that  the  department  is  facing  a  serious  time  frame  with 
regard  to  the  request  for  a  supplemental  appropriation ,  but  he 
anticipated  money  could  be  in  place  by  December  18  for  the  December 
21  implementation.     He  said  staff  was  looking  at  other  options  for 
funding,  such  as:  using  existing  Municipal  Railway  funds,  both 
operating  and  maintenance;  reducing  the  scope  of  the  program; 
extending  the  cost  to  the  second  six  months  of  the  year;  and 
slowing  down  the  activities  of  the  program. 

Mr.   Elzey  stated  that  staff  met  with  the  Transport  Workers  Union, 
Local  250A  and  200,   about  their  concerns  and  that  agreement  had 
been  reached  on  a  letter  to  meet  and  confer  on  certain  issues. 

Commissioner  Toupin  asked  whether  we  could  seek  a  loan  from  a  bank 
to  fund  the  program.     Mr.   Edward  Harrington,  Assistant  General 
Manager,   Finance,   replied  that  a  bank  loan  could  be  sought  if  there 
were  a  cash  flow  issue  but  this  is  not. 

Commissioner  Flynn  indicated  that  possibly  we  could  borrow  from  the 
San  Francisco  Municipal  Railway  Improvement  Corporation  (SFMRIC). 
Mr.   Harrington  replied  that  SFMRIC  only  deals  with  capital  expenses 
and  that  it  was  his  understanding  every  loan  made  from  them  had 
been  capital   related.     Commissioner  Toupin  felt  this  could  be 
classified  as  capital. 

Mr.   Elzey  said  staff  would  look  into  that  option. 

Mr.   Lawrence  Martin,    International  Representative,  TWU,  stated  that 
the  Union  was  not  in  total  agreement  on  issues  before  the 
Commission  today,   and  that  a  letter  of  agreement  was  written  by  the 
General  Manager  of  Public  Utilities  committing  to  meet  and  confer 
on  certain  issues  of  concern.     He  explained  that  the  greatest 
concerns  were  problems  with  laboratories  and  establishment  of  a 
rehabilitation  program.     He  said  the  most  important  aspect  of  the 
program  was  the  education  process.     He  felt  the  estimated  23% 
figure  of  employees  testing  positive  was  too  high. 

Mr.   Martin  said  if  they  could  get  24  hours  to  meet  and  confer  all 
the  issues  could  be  resolved. 

Mr.   Elzey  stated  staff  would  meet  and  confer  with  the  Union  and 
that  if  agreement   is  reached  on  outstanding  issues  contrary  to  the 
Commiss ion ' s  actions  today,   that  such  changes  will  be  submi t ted  to 
the  Commission  as  an  amendment. 


89-192 


Commissioner    Toupin    made    a    motion    to    accept    the    letter    from  the 
General   Manager   of   Public   Utilities   to   the   Union   dated   November  21, 
1989,    and   to   adopt    the   resolution   with    the   amendment    that   under  no 
circumstances  will   the  Commission  consider  anything   from  that 
letter   if   It   occurs   later   than   the  Commission  *s  regular  scheduled 
meeting  on  November  28,   1989.     Commissioner  Chiesa  seconded  the 
motion.     Resolution  No.   89-0365  was  adopted  as  amended. 


****■*■*** 


THEREUPON  THE  MEETING  WAS  ADJOURNED:      3:17  P.M. 


Secretary 


89-193 


PUBLIC  UTILITIES  COMMISSION 

CfTV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na  S^'~0365 


HHEREAS,  The  Urban  Mass  Transportation  Administration  has  ruled  that 
recipients  of  federal  assistance  must  have  an  operating  drug-testing  and 
employee  education/training  program  by  December  21,  1989;  and 

HHEREAS,  Failure  by  Muni  to  comply  with  this  ruling  would  jeopardize 
continued  receipt  of  federal  assistance;  and 

WHEREAS,  The  Commission  has  reviewed  and  voted  its  approval  of  a  policy 
statement  against  drug  use  in  the  work  place;  and 

HHEREAS.  Funds  are  needed  to  implement  a  drug-testing  and  employee 
education/training  program,  and  to  fill  in  for  employees  who  fail  such  tests 
during  the  period  from  December  21,  1989  to  June  30.  1990;  now,  therefore,  be 
it 

RESOLVED,  That  the  San  Francisco  Public  Utilities  Commission  requests 
the  Mayor  to  recommend  to  the  Board  of  Supervisors  a  Municipal  Railway 
Supplemental  Appropriation  in  the  amount  of  $3,184,819  to  implement  a 
drug-testing  and  employee  education/training  program  by  December  21,  1989,  and 
to  cover  costs  related  to  filling  vacancies  created  by  employees  anticipated 
to  fall  such  tests,  taking  into  consideration  the  comments  contained  in  the 
letter  dated  November  21,  1989  to  the  Transport  Workers  Union  from  Thomas  J. 
Elzey,  PUC  General  Manager,  to  the  extent  that  agreements  have  been  reached  on 
these  items  no  later  than  November  28,  1989. 


0890M/1ms 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


at  its  meeting  of . 


•.at  the  foregoing  resolutig 

NOVEMBER  21  1989 


Secretary,  Public  Utilities  Commis 


PUBLIC  UTILITIES  COMMISSION 

CtTV  AND  CO  U  NTT  OF  SAN  FRANCISCO 

RESOLUTION  No. . 


WHEREAS,  The  Urban  Mass  Transportation  Administration  has  ruled  that 
recipients  of  federal  assistance  must  have  a  Transit  Operations  Drug-Testing 
Program  by  December  21,  1989;  and 

WHEREAS,  Failure  by  the  Municipal  Railway  to  comply  with  this  ruling  would 
jeopardize  continued  receipt  of  federal  assistance;  and 

WHEREAS,  The  Commission  has  reviewed  and  voted  its  approval  of  a  policy 
statement  against  drug  use  in  the  work  place;  and 

WHEREAS,  Funds  are  needed  to  employ  the  services  of  a  Medical  Review  Officer 
(MRO)  in  the  implementation  of  the  Railway  Drug-Testing  Program  during  the 
period  from  December  21,  1989  to  June  30,  1990;  now,  therefore,  be  it 

RESOLVED,  That  the  San  Francisco  Public  Utilities  Commission  authorizes  the 
General  Manager,  Public  Utilities,  acting  through  the  Director  of  Purchasing 
and  Services  to  solicit,  select  and  enter  into  an  agreement  to  award  a 
contract  not  to  exceed  the  amount  of  One  Hundred  -  Fifty  Thousand  dollars 
($150,000.00)  for  the  services  of  a  Medical  Review  Officer  (MRO)  for  the  term 
ending  June  30,  1990. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeting  NOVt^MBER  2  1  1989 


Secretary,  Public  Utilities  Commissi 


PUBLIC  UTILITIES  COMMISSION 

CrrV  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No. 


WHEREAS,  The  Department  of  Transportation,  Urban  Mass 
Transportation  Administration  ("UMTA")  has  issued  a  Final  Rule 
on  Control  of  Drug  Use  in  Mass  Transportation  Operations  (49 
CFR  Part  653)    (the  "UMTA  Rule");  and 

WHEREAS,  The  Municipal  Railway  (MUNI)   is  a  member  of 
the  Regional  Transit  Association  of  the  Bay  Area  (RTA)  which 
has  formed  a  consortium  for  the  purpose  of  contracting  with  a 
U.S.  Department  of  Health  and  Human  Services  certified  drug 
testing  laboratory  in  an  effort  to  comply  with  the  UMTA  Rule; 
and 

WHEREAS,  This  consortium  has  developed  a  Memorandum  of 
Understanding  regarding  the  purchase  of  drug  and  alcohol 
urinalysis  testing  and  collection  services  and  toxicology 
quality  assurance  blind  testing  services,  to  be  signed  by  all 
members  of  the  RTA;   now  therefore,  be  it 

RESOLVED,   That  the  Public  Utilities  Commission,  through 
its  General  Manager,   hereby  authorizes  the  General  Manager  of 
the  Municipal  Railway  to  sign  and  be  a  party  to  this  Memorandum 
of  Understanding,   contingent  upon  fund  availability. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
.UUn.eeUn,of  NOVEMBER  21 


1)389    ^         J  . 

Secretary,  Public  Utilities  Commission 


RUBLIC  UTILITIES  COMMISSION 

CITV  AND  COUNTY  OF  SAN  FRANCISCO 

ROOEL  E  HOOPS  ART  AGNOS.  MAVOH 

PPESIOENT  THOMAS  J  EL2EY.  GENERAL  MANAGER 

SHERRt  CHIESA 

VICE  PRESfDENT  MUNICIPAL  RAILWAY 

H,  WELTON  FLYNN  WATER  DEPARTMENT 

ARTHUR  V  TOUPIN  HETCH  HETCHY 

WATER  AND  POWER 

GORDON  CHIN 


November  21,  1989 


NOTICE  OF  EXECUTIVE  SESSION 


The  Public  Utilities  Commission  of  the  City  and  County  of 
San  Francisco  will  meet  in  executive  session  on  Tuesday,  November 
28,  1989,  at  12:00  noon,   in  Room  287,  City  Hall,  San  Francisco, 
California,  for  the  purpose  of  discussing  Bay-Delta  Hearings; 
Settlement  Agreement  and  Master  Water  Sales  Contract;  and  the  New 
Don  Pedro  Water  Bank. 

This  meeting  is  in  compliance  with  California  Government 
Code  Section  54956.9(a)   and  (b). 


ROMAINE   A.  BOLDRIDGE 
Secretary 


RAB : ava 


cc:     Members,  PUC 

George  Krueger 


287  CITY  HALL  •  SAN  FRANCISCO.  CALIFORNIA  94102  •  (415)  554-7316  •  FAX  (415)  554-7470 


MINUTES 


PUBLIC  UTILITIES  COMMISSION 
CITY  AND  COUNTY  OF  SAN  FRANCISCO 

Art  Agnos 
Mayor 

REGULAR  MEETING 
Room  282,   City  Hall 
2:00  P.M. 
November  28,  1989 

COMMISSIONERS 
Rodel  E,  Rodis,  President 
Sherri  Chiesa,  Vice  President 
H.  Welton  Flynn 
Arthur  V.  Toupin 


Gordon  Chin 


DEPARTMENTS 


BUREAUS 


Hetch  Hetchy  Project 


Claims  and  Contracts 


Municipal  Railway 


Energy  Conservation 


Water  Department 


Engineering  and 
Construction  Management 


Financial  Management 


Information  Systems 


Management  Efficiency 
and  Productivity 


Personnel  and  Training 


Thomas  J.  Elzey 


GENERAL  MANAGER 


Romaine  A.  Boldridge 


SECRETARY 


89-194 


Call   to  Order:     2:18  P.M. 


Present:     President  Rodel  E.   Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  H .  Wei ton  Flynn ,  Commissioner  Ar thur  V . 
Toupin,  Commissioner  Gordon  Chin 

On  motion  of  Chiesa,  seconded  by  Toupin,  the  Minutes  of  the  regular 
meeting  of  November  14,   1989  were  approved. 

A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 


RESOLUTION 
NO. 


On  motion  of  Toupin,  seconded  by  Flynn,  the 
following  resolution  was  adopted: 

89-0368      FM        Authorizing  the  Assistant  General  Manager  of 

Finance,   Public  Utilities  Commission,   to  apply  for, 
accept,   and  expend  $47,191,200  of  UMTA  Section  3 
capital  assistance  and  requi red  local  match  funds , 
for  the  Muni  Metro  Turnback  project. 


VOTE: 


Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the 
following  resolution  was  adopted: 

89-0369       FM        Authorizing  the  Assistant  General  Manager  of 

Finance,   Public  Utilities  Commission,   to  apply  for, 
accept,   and  expend  $32,500,000  of  UMTA  Section  3 
capital  assistance  and  required  local  match  funds, 
to  purchase  Articulated  Trolley  Coaches. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the 
following  resolution  was  adopted: 

89-0370       FM        Authorizing  the  Assistant  General  Manager  of 

Finance,   Public  Utilities  Commission,   to  apply  for, 
accept,  and  expend  $18,000,000  of  UMTA  Section  3 
capital  assistance  and  required  local  match  funds, 
for  the  Muni  Metro  Subway  Signal  System  Replacement 
project . 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


89-195 


On  motion  of  Toupin,   seconded  by  Flynn,  the 
following  resolution  was  adopted: 

Authorizing  the  Assistant  General  Manager  of 
Finance,  Public  Utilities  Commission,  to  apply  for, 
accept,   and  expend  $2, 284, 332  of  UMTA  Interstate 
Transfer  capi tal  ass istance ,   including  the  required 
local  match  funds,   for   the  F-EMBARCADERO  Streetcar 
Extension . 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the 
following  resolution  was  adopted: 

Authorizing  the  Assistant  General  Manager  of 
Finance,  Public  Utilities  Commission,  to  apply  for, 
accept,   and  expend  $1,500,000  of  UMTA  Federal  Aid 
Urban  Systems  capital  assistance,   including  the 
required  local  match  funds,   for   the  Metro  East 
Light  Rail  Facility  project. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Flynn,  the 
following  resolution  was  adopted: 

Authorizing  the  Assistant  General  Manager  of 
Finance,  Public  Utilities  Commission,  to  apply  for, 
accept,   and  expend  $1,500,000  of  UMTA  Federal  Aid 
Urban  Systems  capital  assistance,   including  the 
required  local  match  funds,   for  the  Municipal 
Railway 's  Fixed-Facilities. 

VOTE:     Ayes  -  Rodis ,  Chiesa ,   Flynn ,   Toupin ,  Chin 


On  motion  of  Chin,  seconded  by  Chiesa,  the 
fol lowing  resolution  was  adopted: 

Requesting  the  Controller  to  draw  warrants  in 
payment  of  claims  against  the  Municipal  Railway, 
totaling  $93,979.83, 

VOTE :     Ayes  -  Rodis,  Chiesa,   Flynn ,  Toupin ,  Chin 


On  motion  of  Chin,  seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Approving  the  plans  and  specifications  as  prepared 
and  recommended  by  staff,  and  authorizing  Bid  Call 
for  San  Francisco  Water  Department  Contract  No, 
WD-2044,   Masonry  Wall  and  Security  Fence  for  SFWD 
Corporation  Yard,   1990  Newcomb  Avenue. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


89-196 


On  motion  of   Chin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0376       WD         Accepting  the  work  performed  under  San  Francisco 
Water  Department  Contract  No.  WD-2006,  8-Inch 
Ductile  Iron  Main  Installation  in  O'Farrell  Street 
between  Larkin  Street  and  Grant  Avenue,  as 
satisfactorily  completed;  approving  Debit  Contract 
Modification  No.   1  in  the  amount  of  $44,588; 
authorizing  an  extension  of  time  for  an  unavoidable 
delays  of  40  working  days;  and  authorizing  final 
payment  in  the  amount  of  ^60,059.20  to  Interlane 
General  Engineering  and  P  &  J  Utility  Co.,  AJV, 
Contractor . 

VOTE:     Ayes  -  Rodis ,  Chiesa ,  Flynn ,  Toupin ,  Chin 


On  motion  of  Chiesa,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0377      WD        Commending  Frederick  Wing,  on  the  occasion  of  his 
retirement,  for  his  39  years  of  service  to  the 
Water  Department  and  to  the  City  and  County  of  San 
Francisco . 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin ,  Chin 


On  motion  of  Chiesa,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0378       MR         Establishing  a  policy  for  the  use  of  Municipal 
Railway  operated  parking  facilities  used  by 
Municipal  Railway  employees  to  park  privately  owned 
vehicles . 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Flynn,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0379       FM        Authorizing  the  Assistant  General  Manager  of 

Finance,   Public  Utilities  Commission  to  pay  the 
Urban  Mass  Transportation  Administration  the  sum  of 
$666,819   for  agreed  upon  disallowed  capital  project 
costs  reimbursed  by  the  Department  of 
Transportation  and  expended  by  the  San  Francisco 
Municipal  Railway  from  July  1,   1984  through  June 
30,   1987;   and  requesting  the  Directors  of  the  San 
Francisco  Municipal  Railway  Improvement  Corporation 
to  allocate  funding  of  up  to  $1,173,227  to  the  San 
Francisco  Municipal  Railway  for  the  purpose  of 
paying  both  disputed  and  agreed  upon  disallowed 
capital  project  costs. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


89-197 


Copies  of   the  above   resolutions  are  on  file   in  the 
office  of   the   Secretary  of   the  Pub lie  Utilities 
Commission . 

******** 


Report  of  the  General  Manager 

Union  Negot iat ions  Regarding  Drug  Testing 

Mr .   Thomas  Elzey ,  General  Manager  of  Public  Utilities,  reported 
that  staff  met  with  the  Transport  Workers  Union  to  discuss  the 
items  of  concern  listed  in  the  November  21,  1989  Memorandum  of 
Understanding  letter.     Agreement  was  reached  on  various  aspects  of 
the  procedures  for  testing  and  on  establishment  of  a  joint  labor 
management  committee  to  further  discuss  and  work  out  details  on 
education ,   training  and  information .     He  reported  that  a 
rehabilitation  program  was  discussed  and  that  the  Union  has  been 
holding  independent  meetings  with  the  Mayor's  office  to  talk  about 
their  concerns . 

The  issue  of  confidentiality  of  the  program  was  discussed  and  staff 
agreed  to  put  together  guidelines  which  will  be  strictly  adhered 
to.     Mr.  Elzey  stated  that  the  Transport  Workers  Union  would 
provide  input  with  regard  to  the  Safety  Sensitive  classifications. 
Agreement  was  reached  regarding  the  selection  of  a  Medical  Review 
Officer  and  the  Union  will  have  a  representative  on  the  selection 
panel . 

Mr.  Elzey  felt  the  meeting  was  very  productive. 

Mr.  Lawrence  Martin,   International  Representative,  TWU,  concurred 
with  Mr.   Elzey  that  a  lot  was  accomplished  at  the  meeting.  He 
reiterated  the  importance  of  an  education  and  rehabilitation 
program.     He  said  they  were  having  separate  meetings  with  the 
Mayor's  office  to  talk  about   these  issues,   and  that  the  date  of 
December  12  was  set  for  a  meeting  with  City  and  public  groups  to 
discuss  drugs  and  substance  abuse.     He  felt  this  was  a  community 
problem  and  people  should  become  involved. 

******** 


Public  Hearing 

Resolutions  No.   89-0368,   89-0369,   89-0370,    89-0371,   89-0372  and 
89-0373  —  Authorizing  the  Assistant  General  Manager  of  Finance, 
Public  Utilities  Commission,   to  apply  for,   accept,   and  expend 
federal  grant  funds  for  certain  projects. 

Mr .   Edward  Harr  ington ,  Assistant  General  Manager ,   Finance , 
explained  the  guidelines  for  applying  for  federal  grants  under- 
Urban  Mass  Transportation  Administration,   Section  3  funds,  which 
are  discretionary,   and  Section  9  funds,  which  are  formula  based, 

Mr.   Harrington  described  the  projects  listed  below: 

Muni  Metro  Turnback  ^47,191,200 

Purchase  of  Articulated  Trolley  Coaches  32,500,000 

Muni  Metro  Subway  Signal  System  Replacement  18,000,000 

F-EMBARCADERO  Streetcar  Extension  2,284,332 

Metro  East  Light  Rail  Facility  1,500,000 

Municipal  Railway's  Fixed-Facilities  1,500,000 

President  Rodis  asked  for  public  comments.  There  were  none.  The 
public  hearing  was  closed. 

******** 


89-198 


Resolution  No.    89-0378  —  Establishing  a  policy  for   the  use  of 
Municipal  Railway  operated  parking  facilities  used  by  Municipal 
Railway  employees  to  park  privately  owned  vehicles, 

Mr.   Elzey  explained  that  the  William  H.  Scott  facility  provides 
parking  for  the  employees  who  operate  out  of  the  H,  Welton  Flynn 
Motor  Coach  Division.     The  City  Attorney's  office  issued  an  opinion 
in  regards  to  the  liability  of  individuals  who  utilize  that 
facility  to  park  their  vehicles  and  recommended  establishing  a 
policy  and  a  liability  waiver  agreement  to  protect  both  the 
City ' s  and  employees '  interests. 

Commissioner  Chin  asked  if  the  Union  had  taken  a  position  on  the 
terms  of  the  waiver.     Mr,  William  Stead,  General  Manager,  Municipal 
Railway,   replied  that  the  wording  was  prepared  by  the  City 
Attorney's  office  and  reviewed  by  the  Transport  Workers  Union,  and 
that  the  Union  was  in  agreement  when  the  program  was  initiated  in 
October .     The  current  wording  is  virtually  identical. 

Commissioner  Toupin  inquired  if  the  waiver  agreement  would  be 
implemented  in  other  Municipal  Railway  facilities.  Mr.  Stead 
replied  in  the  affirmative. 

Commissioner  Flynn  asked  about  the  City's  responsibility  for  an 
employee's  vehicle  that  may  incur  damage  inside  our  facility.  Mr, 
George  Krueger,  Utilities  General  Counsel,  replied  that  the 
department  should  have  a  policy  in  place  and  have  the  employee  sign 
the  waiver  agreeement . 


Public  Comments 

Mr.   Norman  Rolfe,   San  Francisco  Tomorrow,   commented  on  a  letter  in 
this  morning's  Chronicle  referring  to  the  Embarcadero  Freeway  and 
its  effect  on  the  Muni  Metro  Extension.     He  urged  the  Commission  to 
look  into  the  matter  and  hopefully  take  the  position  that  the 
freeway  should  be  removed  for  public  safety  and  replaced  by  a 
surface  roadway. 

Mr,   David  Pilpel  inquired  about  the  San  Francisco  Municipal  Railway 
Improvement  Corporation  and  how  it  was  formulated.  Commissioner 
Flynn  briefly  described  how  it  was  organized  and  its  functions. 

Mr.   Pilpel  inquired  about  residence  requirements  for  City 
employees.     Commissioner  Flynn  replied  that  this  was  under  the 
jurisdiction  of  the  Board  of  Supervisors.     Mr.  Krueger  said  there 
are  requirements  for  officers  but  not  employees. 

Mr.   Pilpel  asked  about  the  backup  power  at  Central  Control.  He 
said  he  was  under  the  impression  that  it  failed  during  the 
earthquake .     Mr .   Stead  replied  that  the  generator  did  not  f ail . 
The  load  on  the  generator  was  reduced  by  shutting  off  certain 
lights  and  unnecessary  systems. 


******** 


******** 


THEREUPON  THE   MEETING  WAS  ADJOURNED: 


3:15  P.M. 


Romaine  A.  Boldridge 
Secretary 
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CITY    AND    COUNTY    OF    SAN  FRANCISCO 
FINANCIAL  MANAGEMENT 
PUBLIC  HEARING 


Tuesday ,    November  28 ,    198  9 
2:20  o  '  clock  p  .  ni . 
Room  282 
City  Hall 

San  Francisco,  California 


Reported  by : 
Christina  Cleckler 


ADAMS    CONVENTION  REPORTING 
16   Farm  Road 
San  Rafael,    California  94903 
(415)  472-0350 
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FUBLJC    UTILITIES     COMM I S S I ON BRS  PRESENT 

Rodel    E.    Rodis,  President 
Sherri   Chiesa ,    Vice  President 
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TUESDAY,     NOVEMBER    28,      i989  2:20    O'CLOCK  P.M. 

 oOo  

PR ES I DENT  RODIS :      The   fol lowing  matters  before 
the  Public  Utilities  Cominission  are  recommended  for 
action  as  stated  by  the  General   Manager  of  Public 
Utilities  and  the  City  Attorney,    where  applicable. 

We  start  with  a  special  order  of  business,  the 
financial  management,    the  public  hearing.     That's  Item 
8.     There  are  six  items  under  Item  8:     To  consider 
authorizing  the  Assistant  General  Manager  of  Finance, 
Public  Utilities  Commission,   to  apply  for,   accept,  and 
expend: 

(a)  $47,191,200   of  UMTA  Section   3  capital 
assistance  and  required  local  match   funds   for  the  Muni 
Metro  Turnback  project; 

(b)  $32,500,000  of  UMTA  Section   3  capital 
assistance  and  required  local  match   funds  to  purchase 
Articulated  Trolley  Coaches; 

(c)  $18,000,000   of  UMTA  Section   3  capital 
assistance  and  required  local  match   funds   for  the  Muni 
Metro  Subway  Signal  System  Replacement  project; 

(d)  $2,284,332   of  UMTA  Interstate  Transfer 
capital  assistance,    including  the  required   local  match 
funds,    for  the  F-EMBARCADERO  Streetcar  Extension; 

(e)  $1,500,000  of  UMTA  Federal  Aid  Urban 
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systems    capital    assistance,     including    the  required 
local    match    funds,     for    the    Metro    East    Light  Rail 
Facil ity   pro j  ect ;  and 

(f)    $1,500,000   of   UMTA   Federal   Aid  Urban 
Systems  capital   assistance,    including  the  required 
local  match  funds,    for  the  Municipal  Railway's  Fixed- 
Facilities. 

This  will  be  a  public  hearing  altogether  of 
all  six  items,    rather  than  individually  of  each. 
Mr .   Harrington . 

MR.    HARRINGTON:      Good  afternoon,  Mr. 
President,    Commissioners.      For  the  record,    I'm  Ed 
Harrington,   the  finance  director  of  the  PUC. 

What  I 'd   like  to  do   is  give  you  a   little  bit 
of  background  before  we  get  into  these  exact  grant 
applications.     The  first  is  just  to  clarify  the 
di f f erence  between  Section   3   grant   funding  and  Section 
9  grant  funding  and  other  fund  sources  that  we  often 
apply  for. 

Section  9  grant   funds  are  the   funds  that  are 
formula-driven.      They  come  to  us  because  of  the  size  of 
our  population  of  the  area,    the  number  of  passengers 
that  we  carry,    the  number  of   fixed  guideway  miles  that 
the  muni  system  operates  on .      The  Section  9  money  is 
the  money  that's  split  between  operating  and  capital. 
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And    for    this    year    the    grant    is    already    in    for    Section  9 
funds    that   we   hope   will    provide    $8    million  for 
operations   and   about    $17   million   for   capita  1. 

In  addition,    there   is  what  they  call   Section  3 
funding,    which   is  discretionary.      The  UMTA 
administrator  can   look  around  the  country  at  worthwhile 
pro j ects  and  in  a  d iscret ionary  fashion  dole  out  those 
funds . 

In  addition,    there  are  other  pots  of  money, 
and  you '11   see   some  of  those  here  today :      The  Federal 
Aid  Urban,    for  example,   or  FAU  money.     Those  are  funds 
that  come   from  the  sales  tax   into  the  highway  funds  for 
the  United  States.     And  because  the  City  of  San 
Francisco  has  very   few  federal   highways  running  through 
it,    we  have  an  option  of  spending  those   funds  on 
highways  or  on  transit. 

The  City  of  San  Francisco  has  chosen  to  spend 
a   substantial  portion  of  those ,    also   formula   funds ,  on 
the  transportation  needs  of  the  city  that  are 
trans it- related  as  opposed  to  streets .      Of  the  FAU 
funds  that  come   into  San  Francisco ,    about   5  5  percent 
are  spent  on  roads  and  about  45  percent  are  spent  on 
transit  needs. 

So,    those  are  the  types  of   funds  that  we're 
talking  about  today. 
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The    ne>ctL    thing    we     shoulci    -talk    about     is  that 
last    week    we    gave    you    a    listing    of    the  substantial 
amounts   of   grants   that   are   st il 1   outstanding ,    that  are 
already   on   the   plate   of   UMTA.      And   you  may   say,  "Why 
are  we  applying   for  another   $100  million  when  we  have 
$93  million  sitting  out  there?"     The  big  grants  that  we 
talked  about  last  week  included  a  $10  million  grant  for 
the  31  Balboa,    $10  million  for  the  Metro  Turnback,  and 
$45  million  for  Light  Rail  Vehicle  Procurement. 

Those  grants  were  put   in  the   last  federal 
fiscal  year,    which  expired  on  September   30th.  Since 
President  Bush  has  come  into  office,    he  has  not  named  a 
new  administrator   for  UMTA  that  has  cleared  the  Senate 
confirmation  process.      So,    in  the  last  quarter  of  last 
year,   virtually  no  discretionary  grants  were  given  out 
in  the  United  States. 

We  still   look  forward  to  being  able  to  use 
last  year ' s  money ,    to  get  those  grants  given  to  us , 
even   if  they  real ly  come  in  the  new  federal  fiscal 
year,    because  those  old  federal   fiscal  dollars  have  not 
expired;   they  simply  have  not  been  granted  to  anyone. 

So ,    the  grants  we ' re  asking  for  today  are 
really  going   into  the  1990   federal   cycle.      What  that 
means   is  that  if  they  pass  through  scrutiny  today,  they 
would  then  go  to  the  Board  of  Supervisors;    they  would 
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pass     out     of     the    t>oai-a     in    early    January;     they    would  get 
to    UMTA    by    March.       They    would    then    be    looked    at  from 
UMTA • s   standpoint   probably    in   their  June   or  September 
of   1990   funding  cycle.      And   it  just  takes  that   long  to 
get  those   in  place.      That's  why  we're  asking   for  those 
today,    even  though  there  are  all  those  grants  still 
outstanding . 

All  the  projects  that  are  before  you  today  and 
the  pro j ects  for  which  we  have  prior  grants  are  items 
that  have  been  in  the  pipeline  and  UMTA  has  been  aware 
of.      They  are  all   items  that  you've  seen   in  our 
five-year  plans;    they  are  all   items  that  Metropolitan 
Transportation  Commission  has  been  blessing  in  the 
five-year  plans  we ' ve  worked  on  for  guite  a  whi le .      So , 
these  are  not  news  to  anyone. 

The  Metro  Turnback,    for  example,   has  been  the 
number  one  priority  for  the  region  in  terms  of 
transportation  funding  for  several  years  now.     So,  even 
though  this   is  an  aggressive  program ,    it   is  one  that  we 
think   is  possible  or  else  we  wouldn ' t  be  applying  for 
the  funds. 

What  I 'd   like  to  do  is  just  go  down  each  of 
these  briefly  and  tell  you  what  each  one   is  for. 

The   first   is  the  Metro  Turnback .      Again ,  there 
is  ten  million  from  last  year  that's  still   on  the  table 
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witti    UMTA  -        This     S47     million    woulcl    be    the     second  large 

increment   of    financing.       Next   year,    we'll    be  looking 
for   an   additional    $45   million   or   so   to   complete  the 
federal   portion  of  the  Metro  Turnback  pro j ect . 

The  next   item  for  $32    1/2  million  for 
Articulated  Trolley  Coaches.     We  often  buy  our  vehicles 
from  the  Section  9   formula -driven  money ,    and  we  can 
always  get  trolley  coaches   from  that  source  of  funds. 
But  to  be  able  to  get  this  big  a  package,   we  try  the 
Section  3  route  first  to  see  if  we  can  get 
discretionary  funds.     This  would  pay  for  about  60 
vehicles.      If  we  tried  to  get  all  of  this  in  the 
Section  9  grant ,    it  would  really  take  up  our  formula 
money  for  a  couple  of  years  with  no  other  projects 
being  possible.     So  we  try  these  in  the  Section  3 
funds.      If  we  don't  get  them  there,   we  break  into 
smaller  increments  and  we  apply  for  them  from  a 
different  source . 

The   $18  million  for  the  Muni  Metro  Subway 
Signal  System,    again,    you  have  seen  a  grant  in  the  past 
for  about  a  million  dollars  to  start  the  design  of  this 
system.      This   is  the  second  major  funding  for  this  from 
federal   funds.      You  will  probably  also  see  this   in  a 
state  grant  that  we'll  be  bringing  to  you  in  a  few 
months  to  get  about  $6  million  more   from  the  state 
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grant  fund. 

The    $2    1/2    million    or   so    for   the  F-EMBARCADERO 
project,    that,    again,    is   one   of   the  waterfront 
projects.      This   is  design  money.      It  would  be  coining 
back  to  you  next  year   for  ma j  or   increments   of  this 
money   for  this  project.      A  substantial    funding   for  this 
project,   we  assume,   will  come  from  the  sales  tax  that 
was  adopted  in  October. 

The  $1.5  million  for  the  Metro  East  Light  Rail 
Facility,   again,    that's  design  funds.      You  will  be 
seeing  more  money  coming  in,    in  the  next  several  years, 
for  this  project.      It  is  a  project  that  would  be  at  the 
end  of  the  Metro  turnback  and  extension  going  into 
Mission  Bay,    is  a   light  rail   facility  to  maintain  those 
vehicles  that  would  be  needed   for  that  kind  of 
extension  and  extended  service  on  the  muni  system. 

If  we  don't  get  the  $45  million  grant  that's 
currently  out  there  to  buy  those  new  LRV's,    we  may  not 
need  this   facility.      But   it   is  part  of  the  process  for, 
as  we  add  on  those  new  light  rail  vehicles,    we  need  a 
facility  to  maintain  those.      The  Green   facility  is 
already  absolutely  maxed  out   in  terms  of  space  to 
maintain  those  types  of  vehicles. 

And  Item  F,    finally,    is  $1.5  million  grouping 
of  a  variety  of  things   from  Muni's   f ixed- f ac i 1 i t ies . 
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This    incluaes    funds    for    items    that    you've    heard  about 
before    and   will    be   continuing   to   hear   about .  It 
includes   some   money   for   fencing;    some   money   for  a 
central   control  generator,    which  we  did  not  have  during 
the  earthquake  and  central   control  was   knocked  out; 
funds  for  asbestos  removal  and  toxic  waste;   and  funds 
for  some  hatch  covers  on  the  cable  car  system.     So  it's 
a  conglomeration  of  different  items  related  to  the 
f ixed- facilities , 

I  would  be  happy  to  answer  any  questions. 
Gail   Bloom  from  the   finance  staff,    who  wrote  these 
grants,    is  also  here;   and  there  is  Muni  staff  available 
to  answer  any  questions  you  might  have  about  these 
things . 

PRESIDENT  RODIS:      Since  this   is  a  public 
hearing ,    are  there  people  who  would  1  ike  to  come 
forward  and  raise  comments  or  questions  of  Mr. 
Harrington  or  anyone  else? 

Commissioners ,  questions? 

COMMISSIONER  FLYNN :      I  would  just  like  to 
complement  you,    Ed,    for  separating  these.      I've  seen 
them  before  where  you  put  all   of   it  together,    you  know, 
and   it  was  so  difficult  to  read.      Commas  and  semicolons 
and  dollars,    and   it  got  to  where  you  really  didn't  know 
what  you  were  voting  on.      So  I'm  appreciative  of  you 
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separating     it    at     least     so    we    can    un  de  r  s  t  a  nci    a  little 

better   what   they   are  . 

MR.    HARRINGTON:        You're  welcome. 
COMMISSIONER  TOUPIN:      I  move  approval   of  all 

items . 

COMMISSIONER  FLYNN :  Second. 

PRESIDENT  RODIS:      It's  been  moved  and 
seconded .      To  approve  all   the   items   in   Item  8 ,    from    ( a ) 
to   (f),    all  those  in  favor  say  "aye." 

So  approved . 

The  publ ic  hearing  is  now  closed . 
[Whereupon,   the  public  hearing  adjourned  at 
2:45  o • clock  p.m.] 

 oOo  
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STATE     OF     CALIFORNIA  ) 

)         S  S  . 

COUNTY    OF    SAN    DIEGO  ) 

I,    CHRISTINA  CLECKLER,    do  hereby  certify  that 
the  foregoing  transcript  was  reported  in  shorthand  at 
the  time  and  place  therein  stated.     I  further  certify 
that  the  foregoing  is  a  full,   true  and  accurate 
transcription  of  the  proceedings  to  the  best  of  my 
ability. 

I  further  certify  that  I  am  not  of  counsel  or 
attorney  for  either  or  any  of  the  parties  named  in  said 
action,   nor  in  any  way  interested  in  the  outcome  of  the 
cause  named  in  said  caption, 

IN  WITNESS  WHEREOF,    I  have  hereunto  set  my 

hand  and  affixed  my  seal  of  office  this   

day  of   ,    19  ■ 


RUBLIC  UXILiriES  COMIVllSSlOrsi 

crrv  ANo  couNi-i-  op  san  FHANCIBCO 


RESOLUTION  No. 


WHEREAS    The  Secretary  of  Transportation  is  authorized  to  make  monies 
available  pursuant  io  the  Urban  Mass  Transportation  Act  of  1964.  as  amended, 
for  mass  transportation  projects;  and 

WHEREAS    The  Public  Utilities  Commission,  City  and  County  of  San 
Francisco    is'an  eligible  claimant  for  capital  assistance  projects  pursuant  to 
Sertion  3  of  the  Urban  Mass  Transportation  Act  of  1964.  as  amended;  and 

WHEREAS.  The  contract  for  financial  assistance  will  impose  certain 
obligations  upon  the  applicant,  Including  the  provision  by  U  of  the  local 
share  of  project  costs;  and 

WHEREAS,  Existing  Muni  Metro  service  is  Impeded  by  the  poor  design  of 
the  Embarcadero  Station  and  Turnback  facilities;  and 

WHEREAS    The  Muni  Metro  Turnback  design  and  construction  would  be 
sponsored  by  ihe  Section  3  program  authorized  by  the  Urban  Mass  Transportation 
Act  of  1954,  as  amended;  and 

WHEREAS,  This  grant  application  proposes  designing  and  "ulldlng  a  new 
Muni  Metro  Turnback  1n  order  to  Improve  capacity  and  operations  of  transit 
services  and;  and 

WHEREAS    It  is  the  goal  of  the  applicant  to  use  women  and  <^^^°ll^l 
business  enterprises  to  the  fullest  extent  possible  In  connection  with  this 
nro  ect    and  to  establ 1 sh  and  administer  definitive  procedures    o  ensure  hat 
dUadvantaaed  bus  nesses  Including  women  and  minority-owned  businesses  have 
?h"maxS  possible  opportunity  to  compete  for  supply,  equipment,  consultant 
and  other  service;  and 

WHEREAS,  It  is  required  by  the  U.S.  Department  of  Transportation. in 

Transportation  requirements  thereunder;  and 

WHEREAS    It  is  required  by  the  federal  government  that  the  Public 
Ut111t™mm1ssion  afford  an  adequate  opportunity  for  public  hearing 
allowing  for  adequate  prior  notice;  and 

WHFRFAS    It  is  further  required  by  the  federal  government  that  the 
PublicTtimies  CoLls^       hold  a  public  hearing  If  anyone  with  a  significant 
economic,  social,  or  environmental  interest  requests  one;  and 

WHEREAS    The  requirements  will  be  met  by  this  public  notice  of  intent  to 
hold  a  pub^i^  anyone  with  a  significant  economic,  social,  or 

environmental  interest  requests  one;  and 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUWTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS.  The  San  Francisco  Department  of  City  Planning,  using  guidelines 
established  for  implementation  of  the  California  Environmental  Quality  Act 
[CEQA]  and  Chapter  31  of  the  San  Francisco  Administrative  Code,  has  determined 
that  the  project  is  statutorial ly  excluded  from  CEQA  per  Section  15275;  and 

WHEREAS,  The  Muni  Metro  Turnback  project  is  called  for  in  the  Municipal 
Railway  Short  Range  Transit  Plan,  1989-94  and  the  Municipal  Railway  Capital 
Improvement  Program,  1989-94,  adopted  previously  by  the  Public  Utilities 
Commission,  now,  therefore  be  it 

RESOLVED.  That  the  Assistant  General  Manager  of  Finance,  Public 
Utilities  Commission,  is  authorized  to  apply  for,  accept,  and  expend 
$47,191,200  of  UMTA  Section  3  capital  assistance  and  required  local  match 
funds  to  implement  the  project  as  detailed  in  Attachment  A;  and  be  it 

FURTHER  RESOLVED,  That  the  Assistant  General  Manager  of  Finance.  Public 
Utilities  Commission  is  authorized  to  furnish  whatever  additional  information 
might  be  requested  by  the  funding  agencies  in  connection  with  this  request; 
and  be  it 

FURTHER  RESOLVED,  That  the  Assistant  General  Manager  of  Finance  is 
authorized  to  set  forth  and  execute  an  assurance  or  any  other  document 
required  by  the  U.S.  Department  of  Transportation  effectuating  the  purpose  of 
Title  VI  of  the  Civil  Rights  Act  of  1964;  and  be  it 

FURTHER  RESOLVED.  That  the  General  Manager  is  authorized  to  set  forth 
and  execute  affirmative  disadvantaged  women  and  minority  business  policies  in 
connection  with  the  project's  procurement  needs;  and  be  it 

FURTHER  RESOLVED.  That  the  Directors  of  the  San  Francisco  Municipal 
Railway  Improvement  Corporation  are  requested  to  allocate  local  match 
financing  or  advanced  capital  funding,  as  needed,  for  this  federal  grant  if 
the  required  local  matching  monies  are  not  obtained  from  the  State  of 
California  or  through  Metropolitan  Transportation  Commission  allocated 
resources . 
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NOVLMBCR  2  8  1989 


at  its  meeting  of  _ 


Secretary.  Public  UtilitiesComm 


mmission 


ATTACHMENT  A 
1988-89  UMTA  SECTION  3  PROGRAM  BUDGET 
FOR  THE 
MUNI  METRO  TURNBACK 
COMPLETION  OF  FINAL  ENGINEERING  AND  ADVANCED  CONSTRUCTION  ACTIVITIES 


Task  Description  Budgeted  Amount 

Professional  Services  Agreement  $  2,000.000 

Force  Account  Work  Related  to  Design  100,000 

Force  Account  Work  Related  to  Construction  2,000,000 

Contingency  191 ,200 

Construction  Contracts  39,000,000 

Project  Administration  (Indirect  Costs)  3.900.000 

Estimated  Net  Project  Cost  $47,191,200 

Federal  (75%)  $35,393,400 

Local  (257J  $11,797,800 


PUBLIC  UTILITIES  COMMISSIOrM 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS.  The  Secretary  of  Transportation  1s  authorized  to  make  monies 
available  pursuant  to  the  Urban  Mass  Transportation  Act  of  1964,  as  amended, 
for  mass  transportation  projects;  and 

WHEREAS    The  Public  Utilities  Commission.  City  and  County  of  San 
Francisco,  is'an  eligible  claimant  for  capital  assistance  projects  pursuant  to 
Section  2  of  the  Urban  Mass  Transportation  Act  of  1964.  as  amended;  and 

WHEREAS.  The  contract  for  financial  assistance  will  impose  certain 
obligations  upon  the  applicant,  including  the  provision  by  it  of  the  local 
share  of  project  costs;  and 

WHEREAS.  It  is  required  by  the  federal  government  that  the  Public 
Utilities  Commission  afford  an  adequate  opportunity  for  public  hearing  with 
adequate  prior  notice;  and 

WHEREAS.  It  is  further  required  by  the  federal  government  that  the 
Public  Utilities  Commission  hold  a  public  hearing  if  anyone  with  a  significant 
economic,  social,  or  environmental  Interest  requests  one;  and 

WHEREAS.  The  requirements  will  be  met  by  this  public  notice  of  intent  to 
hold  a  public  hearing  if  anyone  with  a  significant  economic,  social,  or 
environmental  Interest  requests  one;  and 

WHEREAS    It  is  required  by  the  U.S.  Department  of  Transportation  in 
accord  with  the  provision  of  Title  VI  of  the  Civil  Rights  Act  of  1964.  when 
filing  of  an  application  for  assistance  under  the  Urban  Mass  Transportation 
Act  of  1964    as  amended,  the  applicant  give  an  assurance  that  it  will  comply 
with  Title  VI  of  the  Civil  Rights  Act  of  1964  and  the  U.S.  Department  of 
Transportation  requirements  thereunder;  and 

WHEREAS    It  is  the  goal  of  the  applicant  to  use  women  and  minority 
business  enterprises  to  the  fullest  extent  possible  in  connection  with  this 
project,  and  to  establish  and  administer  definitive  procedures  to  ensure  that 
disadvantaged  businesses  including  women  and  minority-owned  businesses  have 
the  maximum  possible  opportunity  to  compete  for  supply,  equipment,  consultant 
and  other  service  contracts,  now,  therefore  be  It 

WHEREAS.  The  current  trolley  fleet  is  reaching  the  end  of  its  useful 
life;  and 

WHEREAS    Existing  trolley  service  is  overcrowded  on  lines  such  as  the 
l-CALIF0RNIA.'l4-MISSI0N.  22-FILLMORE  and  30-STOCKTON/45  UNION;  and 

WHEREAS.  This  grant  application  proposes  to  acquire  additional 
articulated  trolley  coaches  to  replace  aged  trolleys  and  alleviate  the  crowded 
conditions  mentioned  above;  and 


ATTACHMENT  A 
1989-90  UMTA  SECTION  3  PROGRAM  BUDGET 
FOR  THE  PURCHASE  OF 
ARTICULATED  TROLLEY  COACHES 


Task  Description  Budgeted  Amount 

Articulated  Trolleys  Purchase  and  Sales  Tax  $30,000,000 

Spare  Parts  1.000,000 

Force  Account  (salaries,  fringes,  travel)  200,000 

Professional  Services  Agreement  500,000 

Contingency  730,000 

Project  Administration  (Indirect  Costs)   70^000 

Estimated  Net  Project  Cost  $32,500,000 

Federal  Share  (75X)  $24,375,000 

Local  Share  (257J  $8,123,000 


/!/    The  local  contribution  will  be  composed  of  funds  from  the  California 
Transportation  Commission  using  State  Transit  Capital  Improvement  funds.  Clean 
Air  and  Transportation  Improvement  Act  of  1990  Funds.  Kopp-Katz-BaKer 
Transportation  Blueprint  for  the  Twenty-First  Century,  Transit  Impact 
Development  Fee  Revenues.  Bridge  Toll  Funds.  State  Transit  Assistance,  the  San 
Francisco  Municipal  Railway  Improvement  Corporation  funds,  and/or  Transportation 
Sales  Tax  Revenues. 
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PUBLIC  UTILITIES  COMMISSION 

cm  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na  ^^""0^70 


WHEREAS.  The  San  Francisco  Department  of  City  Planning,  using  guidelines 
established  for  implementation  of  the  California  Environmental  Quality  Act 
[CEQA]  and  Chapter  31  of  the  San  Francisco  Administrative  Code,  has  determined 
that  the  project  is  statutorial ly  excluded  from  CEQA  per  Section  15275;  and 

WHEREAS,  The  Muni  Metro  Subway  Signal  System  Replacment  is  called  for  in 
the  Municipal  Railway  Short  Range  Transit  Plan.  1989-94  and  the  Municipal 
Railway  Capital  Improvement  Program,  1989-94,  adopted  previously  by  the  Public 
Utilities  Commission,  now,  therefore  be  it 

RESOLVED,  That  the  Assistant  General  Manager  of  Finance,  Public 
Utilities  Commission  is  authorized  to  apply  for,  accept,  and  expend 
$18,000,000  of  UMTA  Section  3  capital  assistance  and  required  local  match 
funds  to  implement  the  project  as  detailed  in  Attachment  A;  and  be  it 

FURTHER  RESOLVED.  That  the  Assistant  General  Manager  of  Finance,  Public 
Utilities  Commission  is  authorized  to  furnish  whatever  additional  information 
might  be  requested  by  the  funding  agencies  in  connection  with  this  request; 
and  be  it 

FURTHER  RESOLVED,  That  the  Assistant  General  Manager  of  Finance.  Public 
Utilities  Commission  is  authorized  to  set  forth  and  execute  an  assurance  or 
any  other  document  required  by  the  U.S.  Department  of  Transportation 
effectuating  the  purpose  of  Title  VI  of  the  Civil  Rights  Act  of  1964;  and  be  it 

FURTHER  RESOLVED,  That  the  General  Manager  is  authorized  to  set  forth 
and  execute  affirmative  disadvantaged  women  and  minority  business  policies  in 
connection  with  the  project's  procurement  needs;  and  be  it 

FURTHER  RESOLVED,  That  the  Directors  of  the  San  Francisco  Municipal 
Railway  Improvement  Corporation  are  requested  to  allocate  local  match 
financing  or  advanced  capital  funding,  as  needed,  for  this  federal  grant  if 
the  required  local  matching  monies  are  not  obtained  from  the  State  of 
California  or  through  Metropolitan  Transportation  Commission  allocated 
resources . 


1007H 

at  its  meeting  of 


I  hereby  certify  that  the  foregoing  resolution  ivas  adopted  by  the  Public  Utilities  Commission 

NOVEMBER  2  8  1989 


Secretary,  Public  Utilities  Cemm 


'm  mission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNPf  OF  SAN  FRANCISCO 


RESOLUTION  No. . 


WHEREAS    The  Secretary  of  Transportation  is  authorized  to  make  monies 
available  pursuant  to  the  Urban  Mass  Transportation  Act  of  1964.  as  amended, 
for  mass  transportation  projects;  and 

WHEREAS    The  Public  Utilities  Commission,  City  and  County  of  San 
Francisco    is  an  eligible  claimant  for  capital  assistance  projects  pursuant  to 
Section  3'of  the  Urban  Mass  Transportation  Act  of  1964.  as  amended;  and 

WHEREAS    The  contract  for  financial  assistance  will  impose  certain 
obligations  upon  the  applicants,  including  the  provision  by  it  of  the  local 
share  of  project  costs;  and 

WHEREAS,  The  existing  Muni  Metro  Subway  Signal  System  has  exceeded  its 
useful  life;  and 

WHEREAS,  The  existing  Muni  Metro  Subway  Signal  System  limits  the  number 

of  vehicles  that  can  travel  through  the  system; 

WHEREAS    The  Muni  Metro  Subway  Signal  System  Replacement  would  be 
sponsored  by  the  Section  3  program  authorized  by  the  Urban  Mass  Transportation 
Act  of  1964,  as  amended;  and 

WHEREAS.  This  grant  application  proposes  the  replacing  the  Muni  Metro 
Signal  System  in  order  to  improve  capacity  and  operations  of  transit  services 
and  implement  the  project;  and 

WHEREAS    It  is  the  goal  of  the  applicant  to  use  women  and  minority 
business  enterprises  to  the  fullest  extent  possible  on  this  project,  and  to 
establish  and  administer  definitive  procedures  to  ensure  that  disadvantaged 
businesses  Including  women  and  minority-owned  businesses  have  the  maximum 
possible  opportunity  to  compete  for,  supply,  equipment  consultant  and  other 
service  contracts;  and 

WHEREAS    It  Is  required  by  the  U.S.  Department  of  Transportation,  in 
accord  with  Ti'tle  VI  of  the  Civil  Rights  Act  of  1964.  that  when  filing  an 
application  for  assistance  undeer  the  Urban  Mass  Transportation  Act  of  1964 
as  amended,  the  applicant  give  an  assurance  that  it  will  comply  with  T  tie  VI 
of  the  Civil  Rights  Act  of  1964  and  the  U.S.  Department  of  Transportation 
requirements  thereunder;  and 

WHEREAS    It  is  required  by  the  federal  government  that  the  Public 
Utilities  Commission  afford  an  adequate  opportunity  for  public  hearing 
allowing  for  adequate  prior  notice;  and 

WHEREAS  It  Is  required  by  the  federal  government  that  the  Public 
Utilities  Commission  hold  a  public  hearing  if  anyone  wUh  a  significant 
economic,  social,  or  environmental  interest  requests  one;  and 

WHEREAS    The  requirements  will  be  met  by  this  public  notice  of  intent  to 
hold  a  public  hearing  if  anyone  with  a  significant  economic,  social,  or 
environmental  interest  requests  one;  and 


ATTACHMENT  A 
FY90  UHTA  SECTION  3  PROGRAM  BUDGET 
FOR  THE 

MUNI  METRO  SUBWAY  SIGNAL  REPLACEMENT  PROJECT 


Task  Description  Budgeted  Amount 

Support  Facilities  Rehabilitation  $150,000 

Design  Professional  Services  Agreement(s)  500.000 

Signal  System  Acquisition  13,500.000 

Signal  System  Installation  1.300,000 

Force  Account  Work  Related  to  Project  Management  600,000 

Force  Account  Work  Related  to  Installation  and  1,000,000 
Safety  Testing 

Contingency  450.000 

Project  Administration  (Indirect  Costs)  500.000 

Estimated  Net  Project  Cost  $18,000,000 

Federal  (757.)  13,500.000 

Local  (25%)  $  4,500,000 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  CXJUNTY  Of  SAN  FRANCISCO 

RESOLUTION  No. 


HHEREAS,  The  Secretary  of  Transportation  Is  authorized  to  make  monies 
available  pursuant  to  the  Urban  Mass  Transportation  Act  of  1964,  as  amended, 
and  Section  103(e)(4)  of  Title  23  of  the  United  States  Code  for  mass 
transportation  projects;  and 

WHEREAS,  The  Public  Utilities  Commission,  City  and  County  of  San 
Francisco,  Is  an  eligible  claimant  for  capital  assistance  projects  pursuant  to 
the  Urban  Mass  Transportation  Act  of  1964,  as  amended,  and  Section  103(e)(4) 
of  Title  23  of  the  United  States  Code;  and 

WHEREAS,  The  contract  for  financial  assistance  will  Impose  certain 
obligations  upon  the  applicant,  including  the  provision  by  It  of  the  local 
share  of  project  costs;  and 

WHEREAS,  This  grant  application  proposes  to  complete  Final  Engineering  of 
the  F-EMBARCADEO  Streetcar  Line  via  The  Embarcadero  to  Fisherman's  Wharf  in 
order  to  improve  transit  services  along  the  waterfront;  and 

WHEREAS,  With  adoption  of  Resolution  Number  965-85  the  Board  of 
Supervisors  requested  that  engineering  and  environmental  studies  be  undertaken 
for  the  1-280  Transfer  Concept  Program,  including  this  project;  and 

WHEREAS,  The  completion  of  engineering  studies  for  the  F-EMBARCADERO 
project  would  be  sponsored  by  the  Interstate  Transfer  Program  authorized  by 
Section  103(e)(4)  program  of  Title  23  of  the  United  States  Code; 

WHEREAS,  The  San  Francisco  Department  of  City  Planning,  using  guidelines 
established  for  Implementation  of  the  California  Environmental  Quality  Act  of 
1970  [CEQA]  and  Chapter  31  of  the  San  Francisco  Administrative  Code,  has 
determined  that  the  F-EMBARCADERO  Streetcar  Line  is  statutorial ly  excluded 
from  CEQA  pursuant  to  Section  15275  (b)  of  the  State  EIR  Guidelines;  and 

WHEREAS.  The  F-EMBARCADERO  Streetcar  Line  project  is  called  for  in  the 
Municipal  Railway  Short  Range  Transit  Plan,  1989-94  and  the  Municipal  Railway 
Capital  Improvement  Program.  1989-94,  adopted  previously  by  the  Public 
Utilities  Commission;  and 

WHEREAS,  It  is  required  by  the  federal  government  that  the  Public 
Utilities  Commission  afford  an  adequate  opportunity  for  public  hearing  with 
adequate  prior  notice;  and 

WHEREAS.  It  is  further  required  by  the  federal  government  that  the  Public 
Utilities  Commission  hold  a  public  hearing  if  anyone  with  a  significant 
economic,  social,  or  environmental  interest  requests  one;  and 

WHEREAS,  The  requirements  will  be  met  by  this  public  notice  of  Intent  to 
hold  a  public  hearing  if  anyone  with  a  significant  economic,  social,  or 
environmental  interest  requests  one;  and 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS,  It  is  required  by  the  U.S.  Department  of  Transportation  in  accord 
with  the  provision  of  Title  VI  of  the  Civil  Rights  Act  of  1964.  when  filing  of 
an  application  for  assistance  under  the  Urban  Mass  Transportation  Act  of  1964. 
as  amended,  the  applicant  give  an  assurance  that  it  will  comply  with  Title  VI 
of  the  Civil  Rights  Act  of  1964  and  the  U.S.  Department  of  Transportation 
requirements  thereunder;  and 

WHEREAS.  It  is  the  goal  of  the  applicant  to  use  women  and  minority 
business  enterprises  to  the  fullest  extent  possible  1n  connection  with  this 
project,  and  to  establish  and  administer  definitive  procedures  to  ensure  that 
disadvantaged  businesses  including  women  and  minority-owned  businesses  have 
the  maximum  possible  opportunity  to  compete  for  supply,  equipment,  consultant 
and  other  service  contracts,  now,  therefore  be  It 

RESOLVED,  That  the  Assistant  General  Manager  of  Finance.  Public  Utilities 
Commission,  is  authorized  to  apply  for,  accept,  and  expend  $2,284,332  of  UMTA 
Interstate  Transfer  capital  assistance  including  required  local  match  funds  to 
implement  the  project  as  detailed  in  Attachment  A;  and  be  it 

FURTHER  RESOLVED.  That  the  Assistant  General  Manager  of  Finance,  Public^ 
Utilities  Commission,  is  authorized  to  furnish  whatever  additional  information 
might  be  requested  by  the  funding  agencies  in  connection  with  this  request; 
and  be  It 

FURTHER  RESOLVED.  That  the  Assistant  General  Manager  of  Finance,  Public 
Utilities  Commission  Is  authorized  to  execute  and  file  with  such  application 
an  assurance  or  any  other  document  required  by  the  U.S.  Department  of 
Transportation  effectuating  the  purpose  of  Title  VI  of  the  Civil  Rights  Act  of 
1964;  and  be  it 

FURTHER  RESOLVED.  That  the  General  Manager  is  authorized  to  set  forth  and 
execute  affirmative  disadvantaged  businesses  policies  including  women  and 
minority-owned  businesses  in  connection  with  the  project's  procurement  needs; 
and  be  it 

FURTHER  RESOLVED,  That  the  Directors  of  the  San  Francisco  Municipal 
Railway  Improvement  Corporation  are  requested  to  allocate  local  match 
financing  or  advanced  capital  funding,  as  needed,  for  this  federal  grant  if 
the  required  local  matching  monies  are  not  obtained  from  the  State  of 
California  or  through  Metropolitan  Transportation  Commission  allocated 
resources . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

;  NOVEMBER  2  8  1989 

at  Its  meeting  of  


Secretary.  Public  Utilities  Commis 


ATTACHMENT  A 
1989-90  UMTA  INTERSTATE  TRANSFER  PROGRAM  BUDGET 
FOR  THE 

F-EMBARCADERO  STREETCAR  LINE 


Task  Description  Budgeted  Amount 

Professional  Servi ces  Agreement  $200,000 

Force  Account  Work  Related  to  Design  1,000.000 
Force  Account  Work  Related  to  Project 

Management  125,000 

Contingency  284,332 

Project  Administration  (Indirect  Costs)  675.000 

Estimated  Net  Project  Cost  $2,284,332 

Federal  Share  (85%)  $1,933,000 

Local  Share  (15%)  $351 ,332 


The  local  contribution  will  be  composed  of  funds  from  the  California 
Transportation  Commission  using  State  Transit  Capital  Improvement  funds,  Transit 
Impact  Development  Fee  Revenues,  Bridge  Toll  Funds,  and  from  the  Hetch  Hetchy 
Power  Project  Net  Revenues. 


PUBLIC  UTILITIES  COMMISSION 

OTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS,  The  Secretary  of  Transportation  is  authorized  to  make 
monies  available  pursuant  to  the  Urban  Mass  Transportation  Act  of  1964. 
as  amended,  and  Section  142  of  Title  23  of  the  United  States  Code  for 
mass  transportation  projects;  and 

WHEREAS,  The  Public  Utilities  Commission.  City  and  County  of  San 
Francisco,  is  an  eligible  claimant  for  capital  assistance  projects 
pursuant  to  the  Urban  Mass  Transportation  Act  of  1964.  as  amended  and 
Section  142  of  Title  23  of  the  United  States  Code;  and 

WHEREAS,  The  contract  for  financial  assistance  will  impose  certain 
obligations  upon  the  applicant,  including  the  provision  by  it  of  the 
local  share  of  project  costs;  and 

WHEREAS.  This  grant  application  proposes  project  planning  and 
preliminary  engineering  for  the  proposed  Metro  East  Light  Rail  Facility 
to  store  and  maintain  vehicles  needed  to  Improve  transit  services;  and 

WHEREAS.  The  preparation  of  project  planning  and  preliminary 
engineering  studies  for  the  Metro  East  Light  Rail  Facility  would  be 
sponsored  by  the  Federal  Aid  Urban  Systems  Program  authorized  by  the 
Section  142  program  of  Title  23  of  the  United  States  Code; 

WHEREAS,  The  San  Francisco  Department  of  City  Planning,  using 
guidelines  established  for  Implementation  of  the  California  Environmental 
Quality  Act  of  1970  [CEQA]  and  Chapter  31  of  the  San  Francisco 
Administrative  Code,  has  determined  that  the  Metro  East  Light  Rail 
Facility  project  planning  and  preliminary  engineering  is  categorically 
exempt  from  CEQA  pursuant  to  Section  15072  of  the  State  EIR  Guidelines; 
and 

WHEREAS,  The  Metro  East  Light  Rail  Facility  project  is  called  for  in 
the  Municipal  Railway  Short  Range  Transit  Plan,  1989-94  and  the  Municipal 
Railway  Capital  Improvement  Program,  1989-94.  adopted  previously  by  the 
Public  Utilities  Commission;  and 

WHEREAS.  It  is  required  by  the  federal  government  that  the  Public 
Utilities  Commission  afford  an  adequate  opportunity  for  public  hearing 
with  adequate  prior  notice;  and 

WHEREAS,  It  is  further  required  by  the  federal  government  that  the 
Public  Utilities  Commission  hold  a  public  hearing  if  anyone  with  a 
significant  economic,  social,  or  environmental  Interest  requests  one;  and 

WHEREAS.  The  requirements  will  be  met  by  this  public  notice  of 
intent  to  hold  a  public  hearing  If  anyone  with  a  significant  economic, 
social,  or  environmental  interest  requests  one;  and 


PUBLIC  UTILITIES  COMMISSION 

CnV  AND  COUNTY  OF  SAN  FRANOSCO 

RESOLUTION  No. 


WHEREAS,  It  is  required  by  the  U.S.  Department  of  Transportation  in  accord 
with  the  provision  of  Title  VI  of  the  Civil  Rights  Act  of  1964.  that  when 
filing  an  application  for  assistance  under  the  Urban  Mass  Transportation  Act 
of  1964.  as  amended,  the  applicant  give  an  assurance  that  it  will  comply  with 
Title  VI  of  the  Civil  Rights  Act  of  1964  and  the  U.S.  Department  of 
Transportation  requirements  thereunder;  and 

WHEREAS,  It  is  the  goal  of  the  applicant  to  use  women  and  minority 
business  enterprises  to  the  fullest  extent  possible  on  with  this  project,  and 
to  establish  and  administer  definitive  procedures  to  ensure  that  disadvantaged 
businesses  including  women  and  minority-owned  businesses  have  the  maximum 
possible  opportunity  to  compete  for  supply,  equipment,  consultant,  and  other 
service  contracts,  now.  therefore  be  it 

RESOLVED.  That  the  Assistant  General  Manager  of  Finance,  Public  Utilities 
Commission,  is  authorized  to  apply  for,  accept,  and  expend  $1,500,000  of  UMTA 
Federal  Aid  Urban  Systems  capital  assistance  and  required  local  match  funds  to 
implement  the  project  as  detailed  in  Attachment  A;  and  be  it 

FURTHER  RESOLVED,  That  the  Assistant  General  Manager  of  Finance.  Public 
Utilities  Commission  is  authorized  to  furnish  whatever  additional  information 
might  be  requested  by  the  funding  agencies  in  connection  with  this  request; 
and  be  it 

FURTHER  RESOLVED,  That  the  Assistant  General  Manager  of  Finance,  Public 
Utilities  Commission  General  Manager  is  authorized  to  execute  and  file  with 
such  application  an  assurance  or  any  other  document  required  by  the  U.S. 
Department  of  Transportation  effectuating  the  purpose  of  Title  VI  of  the  Civil 
Rights  Act  of  1964;  and  be  it 

FURTHER  RESOLVED.  That  the  General  Manager  is  authorized  to  set  forth  and 
execute  affirmative  disadvantaged  businesses  policies  including  women  and 
minority-owned  businesses  in  connection  with  the  project's  procurement  needs; 
and  be  it 

FURTHER  RESOLVED,  That  the  Directors  of  the  San  Francisco  Municipal 
Railway  Improvement  Corporation  are  requested  to  allocate  local  match 
financing  or  advanced  capital  funding,  as  needed,  for  this  federal  grant  if 
the  required  local  matching  monies  are  not  obtained  from  the  State  of 
California  or  through  Metropolitan  Transportation  Commission  allocated 
resources . 


1007M 


1007H 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  Us  meeting  of  NOVEMBER  2  8  m 


L8  ma   

Secretary,  Public  Utilities  Commit 


ATTACHMENT  A 
1989-90  UMTA  FEDERAL  AID  URBAN  PROGRAM  BUDGET 
FOR  THE 

METRO  EAST  LIGHT  RAIL  FACILITY 

Task  Description  Budgeted  Amount 

Professional  Services  Agreement  $1,200,000 

Force  Account  Work  Related  to  Design  100,000 
Force  Account  Work  Related  to  Project 

Management  50,000 

Contingency  50,000 

Project  Administration  (Indirect  Costs)  100.000 

Estimated  Net  Project  Cost  $1,500,000 

Federal  Share  (857o)  $1,275,000 

Local  Share  (157.)  ^1''  $225,000 


The  local  contribution  will  be  composed  of  a  mix  of  State.  Regional,  and 
Local  funds  including  State  Transit  Capital  Improvement  funds.  Funds  from  the 
Clean  Air  and  Transportation  Improvement  Act  of  1990  and  the  Kopp-Katz-Baker 
Transportation  Blueprint  for  the  Twenty-First  Century,  State  Transit  Assistance 
Funds.  Transit  Impact  Development  Fee  Revenues,  Bridge  Toll  Net  Revenues,  San 
Francisco  Municipal  Railway  Improvement  Corporation  Funds  and/or  Transportation 
Sales  Tax  Proceeds. 


{6121G) 


PUBLIC  UTILITIES  COMMISSION 

CnV  AND  COUNTY  OF  SAN  FfWNCISCO 


RESOLUTION  No.  H5i— 'Q37*i 


WHEREAS,  The  Secretary  of  Transportation  is  authorized  to  make  monies 
available  pursuant  to  the  Urban  Mass  Transportation  Act  of  1964.  as  amended, 
and  Section  142  of  Title  23  of  the  United  States  Code  for  mass  transportation 
projects;  and 

WHEREAS.  The  Public  Utilities  Commission,  City  and  County  of  San 
Francisco,  is  an  eligible  claimant  for  capital  assistance  projects  pursuant  to 
the  Urban  Mass  Transportation  Act  of  1964,  as  amended  and  Section  142  of  Title 
23  of  the  United  States  Code;  and 

WHEREAS,  The  contract  for  financial  assistance  will  impose  certain 
obligations  upon  the  applicant.  Including  the  provision  by  it  of  the  local 
share  of  project  costs;  and 

WHEREAS.  It  is  required  by  the  federal  government  that  the  Public 
Utilities  Commission  afford  an  adequate  opportunity  for  public  hearing  with 
adequate  prior  notice;  and 

WHEREAS,  It  is  further  required  by  the  federal  government  that  the  Public 
Utilities  Commission  hold  a  public  hearing  if  anyone  with  a  significant 
economic,  social,  or  environmental  interest  requests  one;  and 

WHEREAS.  The  requirements  will  be  met  by  this  public  notice  of  intent  to 
hold  a  public  hearing  if  anyone  with  a  significant  economic,  social,  or 
environmental  interest  requests  one;  and 

WHEREAS,  It  is  required  by  the  U.S.  Department  of  Transportation  in  accord 
with  the  provision  of  Title  VI  of  the  Civil  Rights  Act  of  1964.  that  when 
filing  an  application  for  assistance  under  the  Urban  Mass  Transportation  Act 
of  1964,  as  amended,  the  applicant  give  an  assurance  that  it  will  comply  with 
Title  VI  of  the  Civil  Rights  Act  of  1964  and  the  U.S.  Department  of 
Transportation  requirements  thereunder;  and 

WHEREAS.  It  is  the  goal  of  the  applicant  to  use  women  and  minority 
business  enterprises  to  the  fullest  extent  possible  on  this  project,  and  to 
establish  and  administer  definitive  procedures  to  ensure  that  disadvantaged 
businesses  including  women  and  minority-owned  businesses  have  the  maximum 
possible  opportunity  to  compete  for  supply,  equipment,  consultant,  and  other 
service  contracts,  now,  therefore  be  it 

RESOLVED,  That  the  Assistant  General  Manager  of  Finance,  Public  Utilities 
Commission,  is  authorized  to  apply  for,  accept,  and  expend  $1,500,000  of  UMTA 
Federal  Aid  Urban  Systems  capital  assistance  including  the  required  local 
match  funds  to  implement  the  project  as  detailed  in  Attachment  A;  and  be  it 

FURTHER  RESOLVED.  That  the  Assistant  General  Manager  of  Finance.  Public 
Utilities  Commission  is  authorized  to  furnish  whatever  additional  information 
might  be  requested  by  the  funding  agencies  in  connection  with  this  request; 
and  be  it 

(6122G) 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUmV  OF  SAN  FRANOSCO 


RESOLUTION  No. 


FURTHER  RESOLVED,  That  the  Assistant  General  Manager  of  Finance  is 
authorized  to  execute  and  file  with  such  application  an  assurance  or  any  other 
document  required  by  the  U.S.  Department  of  Transportation  effectuating  the 
purpose  of  Title  VI  of  the  Civil  Rights  Act  of  1964;  and  be  it 

FURTHER  RESOLVED,  That  the  General  Manager  is  authorized  to  set  forth  and 
execute  affirmative  disadvantaged  businesses  policies  including  women  and 
minority-owned  businesses  in  connection  with  the  project's  procurement  needs; 
and  be  it 

FURTHER  RESOLVED,  That  the  Directors  of  the  San  Francisco  Municipal 
Railway  Improvement  Corporation  are  requested  to  allocate  local  match 
financing  or  advanced  capital  funding,  as  needed,  for  this  federal  grant  if 
the  required  local  matching  monies  are  not  obtained  from  the  State  of 
California  or  through  Metropolitan  Transportation  Commission  allocated 
resources . 


(6122G) 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

NOVEMBER  2  8  1989 


at  its  meeting  of. 


Secretary,  Public  Utilities  Commission 


ATTACHMENT  A 
FY90  UMTA  FEDERAL  AID  URBAN  PROGRAM  BUDGET 
FOR  THE 
MUNICIPAL  RAILWAY'S 
FIXED-FACILITY  REHABILITATION 

Task  Description  Budgeted  Amount 

Professional  Services  Agreement  $  350,000 

Force  Account  Work  Related  to  Design  75,000 
Force  Account  Work  Related  to  Project 

Management  40,000 

Procurement  &  Construction  750,000 

Conti  ngency  245 ,000 

Project  Administration  (Indirect  Costs)  40.000 

Estimated  Net  Project  Cost  $1,500,000 

Federal  Share  (85%)  $1,275,200 

Local  Share  (15%)  $225,800 


The  local  contribution  will  be  composed  of  a  mix  of  regional  capital 
funds  from  the  Metropolitan  Transportation  Commission  using  Bridge  Toll  Funds, 
or  State  Transit  Assistance,  and/or  local  capital  resources  from  the  San 
Francisco  Municipal  Railway  Improvement  Corporation  Resources,  and/or  the 
Transportation  Sales  Tax  Proceeds. 


(6122G) 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  fi(?^*"0374^ 


NOVEMBER  28,  1989 


RESOLVED,  That  on  recommendation  of  the  General  Manager  of 

Public  Utilities,   the  Manager.  Bureau  of  Claims  and  Contracts;  thereof  and 
the  City  Attorney.     This  Commission  approved  and  hereby  requests  the 
Controller  to  allot  funds  and  to  draw  warrants  against  such  funds  as  are  or 
will  be  available  in  payment  of  claims  against  the  Municipal  Railway. 


CLAIMANT 


ACCIDENT  NO. 
&  SPECIFIED  PRAYER 


Non-litigated  Settlements 
NONE 

Lltigaged  Settlements 


Remedy  And  Home 
Health  Care 

Gloria  Mestayer 


84B1835 

$  33,909.00  * 

87B1Q76 

PROVEN  AT  TRIAL 


TYPE 


2-7 


1-3 


ACCIDENT 
DATE 


06/12/85 


02/ll/i 


PI/PD 


PI 


PD 


SETTLEMENT 


19,479.83 
18,500.00 


St. Mary's  Hospital 


Judgment 


NONE 


85C5011 
$112,000.00 


6-6 


09/16/85 


PI 


$  56,000.00 


TOTAL  SETTLEMENTS 


INDEX  632091 


SUB  OBJECT 


$  93,979.83 


(3) 
1450 


*  This  is  a  lien  amount  on  the  Mehr  Johnson  case. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    NOVEMBER  ^  8  iqftq 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTf  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREftS,  Under  San  Francisco  Water  Department  Contract  No.  WD-2044, 
the  replacement  of  existing  chain  link  fence,  construction  of  masonry  wall 
and  related  work  is  to  be  performed;  now  therefore,  be  it 

RESOLVED,  That  in  accordance  with  the  provisions  of  Chapter  31 
Section  31.22(a)  of  San  Francisco  Administrative  Code,  this  project  is 
hereby  determined  to  be  categorically  exempt  from  the  California 
Environmental  Quality  Act  under  Class  1(a)  as  set  forth  in  the  permanent 
list  of  categorical  exemptions  adopted  by  the  City  Planning  Commission  on 
August  28,  1980,  and  April  16,  1981;  and  be  it  further 

RESOLVED,  That  this  Commission  approves  the  plans  and 
specifications  as  prepared  and  recommended  by  staff;  and  hereby  authorizes 
bid  call  for  San  Francisco  Water  Department  Contract  No.  WD-2044,  Masonry 
Wall  and  Security  Fence  for  SFWD  Corporation  Yard,  1990  Newcomb  Avenue. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
a,  its  n^eetin,  of  NOVEMBER   2  8  1983  


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  Sfj'~0li7t> 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under  San 
Francisco  Water  Department  Contract  No.  WD-2006,  8-lnch  Ductile  Iron  Main 
Installation  in  O'Farrell  Street  between  Larkin  Street  and  Grant  Avenue,  as 
satisfactorily  completed;  approves  Debit  Contract  Modification  No.  1  in  the 
amount  of  $44,588.00;  authorizes  an  extension  of  time  for  unavoidable 
delays  of  40  working  days;  and  authorizes  final  payment  in  the  amount  of 
$60,059.20  to  the  Contractor,  Interlane  General  Engineering  and  P  &  J 
Utiliy  Co. ,  AJV. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. . 


WHEREAS,  The  Public  Utilities  Commission,  on  the  occasion  of  the 
retirement  of  Frederick  Wing,  wishes  to  express  its  appreciation  for  his  39 
years  of  service  to  the  City  and  County  of  San  Francisco,  all  of  which  have 
been  associated  with  the  Water  Department;  and 

WHEREAS,  Frederick  Wing  has  achieved  the  respect  of  his  colleaaues 
for  his  knowledge  of  the  Water  System  and  his  ability  to  use  that  knowledae  to 
improve  the  quality  of  the  service  to  the  people  of  San  Francisco  and  the 
Peninsula;  and 

WHEREAS,  Frederick  Wing  has  set  an  example  of  hard  work  and  devotion 
to  duty  that  will  inspire  others  for  many  years  to  come;  now,  therefore,  be  it 

RESOLVED.  That  the  Members  of  the  Public  Utilities  Commission,  with 
sincere  appreciation,  hereby  commend  Frederick  Wing  for  his  service  to  the 
Water  Department  and  to  the  City  and  County  of  San  Francisco;  and,  be  it 
further 

RESOLVED,  That  this  Commission  submits  Its  thanks  for  his 
accomplishments  and  extends  best  wishes  for  his  good  health  and  happiness  for 
many  years  to  come. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  bv  the  Public  Utilities  Commission 

 NOVEMBER  2  8  1989 


at  its  meeting  of. 


Secretary'.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 


OTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. . 


WHEREAS,  the  Public  Utilities  Commission  has  authorized 
the  construction  and  operation  by  the  Municipal  Railway  of  a 
parking  garage  at  1849  Harrison  Street;  and 

WHEREAS,   This  garage,   which  opened  on  October  13,  1989, 
will  be  used  primarily  for  the  parking  of  MUNI  employees ' 
privately  owned  vehicles  while  on  duty;  and 

WHEREAS,    It  is  anticipated  that  zoning  requirements 

and  other  considerations  will  result  in  the  construction  of 

other  employee  parking  facilities  owned  and  maintained  by 
the  Municipal  Railway  of  the  PUC;  and 

WHEREAS ,   The  Commission  has  certain  responsibilities  as 
the  owner  and  operator  of  the  facilities,   now,   therefore  be 
it 

RESOLVED,   the  Commission  adopt  the  following  rules  and 
regulations  for  parking  in  the  employee  parking  facilities, 
and  provide  for  the  removal  of  vehicles  for  non-compliance 
with  these  rules  and  regulations : 

1-     The  General  Manager  of  the  Municipal  Railway  and 
his  or  her  designated  representatives  can  place 
reasonable  limits  on  the  use  of  a  facility  by  the 
employee  for  purposes  of  security  or  efficient 
space  utilization . 

2 .  Employees  who  utilize  parking  facilities  operated 

by  the  Municipal  Railway  shall  sign  a  revocable 
waiver  agreement  that  clearly  states  the  rights 
and  obligations  of  both  the  employee  and  the 
Municipal  Railway  relative  to  the  use  of  a 
facility . 

3.  The  General  Manager  of  the  Municipal  Railway  and 

his  or  her  designated  representatives  can  revoke 
any  employee ' s  specific  permission  to  park  due  to 
non-compliance  with  the  agreement. 

4.  The  General  Manager  of  the  Municipal  Railway  and 

his  or  her  designated  representatives  have  the 
authority  to  tow  away  any  vehicle ,   at  the  owner ' s 
expense,   which  does  not  have  authorization  to  park 
at  the  facility  or  for  non-compliance  with  the 
rules  and  regulations . 

5.  The  Municipal  Railway  will  post  signs  that  re-state 

the  terms  of  the  waiver  agreement  in  all  affected 
facilities . 

6.  The  rules  and  regulations  regarding  these 

facilities  and  the  posted  signs  will  be  consistent 
with  all  applicable  sections  of  the  California 
Vehicle  Code,   California  Civil  Code,   the  San 
Francisco  Municipal  Code  and  San  Francisco 
Administrative  Code . 

/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,  NOVtWBtR  2  8  1989 

at  Us  meeting  of   —  —  


PKNGRES 


PUBLIC  UTILITIES  COMMISSION 

Cmr  ANO  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. . 


89-0373 


NHEREAS,  The  Department  of  Transportation  performed  an  audit  of  the 
San  Francisco  Municipal  Railway's  UMTA  funded  capital  project  expenditures 
from  July  1,  1984  through  June  30,  1987;  and 

WHEREAS,    Audit  findings  resulted  in  disallowed  capital  project  costs 
totalling  $1 ,173.227;  and 

WHEREAS,    The  Public  Utilities  Commission  disagrees  with  one  of  the 
audit  findings;  and 

WHEREAS.    The  Public  Utilities  Commission  filed  a  formal  protest  with 
the  Department  of  Transportation  appealing  one  of  the  audit  findings  for 
$506,408;  and 

WHEREAS,    The  Public  Utilities  Commission  has  agreed  with  findings 
totalling  $666,819;  and 

WHEREAS,    The  Public  Utilities  Commission  does  not  have  funding 
sources  available  to  refund  the  disallowed  costs;  and 

WHEREAS.    UMTA  has  requested  immediate  payment  of  the  disallowed 
costs;  now,  therefore  be  It, 

RESOLVED,  That  the  Assistant  General  Manager  of  Finance.  Public 
Utilities  Commission  is  authorized  to  pay  UMTA  the  sum  of  $666,819  for 
agreed  upon  disallowed  capital  project  costs  reimbursed  by  the  Department 
of  Transportation  and  expended  by  the  San  Francisco  Municipal  Railway  from 
July  1.  1984  through  June  30.  1987;  and  be  It  further 

RESOLVED.  That  the  Directors  of  the  San  Francisco  Municipal  Railway 
Improvement  Corporation  are  requested  to  allocate  funding  of  up  to 
$1,173,227  to  the  San  Francisco  Municipal  Railway  for  the  purpose  of 
paying  both  disputed  and  agreed  upon  disallowed  capital  project  costs. 


File  0987E 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  NOVEMBER   2  8  1989 


Secretary,  Public  Utilities  Comrmssion 


MINUTES 


PUBLIC   UTILITIES  COMMISSION 
CITY  AND  COUNTY   OF   SAN  FRANCISCO 

Art  Agnos 
Mayor 

REGULAR  MEETING 
Room  282,   City  Hall 
2:00  P.M. 
December  12,  1989 

COMMISSIONERS 
Rodel  E.  Rodis,  President 
Sherri  Chiesa,  Vice  President 
H.  Welton  Flynn 
Arthur  V,  Toupin 
Gordon  Chin 


DEPARTMENTS 
Hetch  Hetchy  Project 
Municipal  Railway 
Water  Department 


BUREAUS 

Claims  and  Contracts 

Energy  Conservation 

Engineering  and 

Const  ruction  Management 

Financial  Management 

Information  Systems 

Management  Efficiency 
and  Productivity 

Personnel  and  Training 


Thomas  J.  Elzey 
GENERAL  MANAGER 


Romaine  A.  Boldridge 
SECRETARY 


89-200 


Call  to  Order:     2:30  P.M. 


Present:     President  Rodel  E.  Rodis,  Vice  President  Sherri  Chiesa, 
Commissioner  H.  Welton  Flynn,  Commissioner  Arthur  V. 
Toupin,  Commissioner  Gordon  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the  Minutes  of  the  special 
meeting  of  November  21,   1989  and  the  regular  meeting  of  November 
28,   1989  were  approved. 


A  tape  of  the  meeting  is  on  file  in  the  office  of  the  Secretary  of 
the  Public  Utilities  Commission. 


RESOLUTION 
NO. 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0380       MR        Requesting  the  Controller  to  draw  warrants  in 

payment  of  claims  against  the  Municipal  Railway, 
totaling  $54,202. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0381       MR        Awarding  San  Francisco  Municipal  Railway  Contract 
No.  MR-879,   No.   33  Stanyan  Line  -  Trolley  Coach 
Overhead  Reconstruction,   in  the  amount  of 
$1,161,420,   to  Abbett  Electric  Corporation  and  Yick 
Electric  Co.,  AJV,  Contractor. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0382       WD        Awarding  San  Francisco  Water  Department  Contract 

No.  WD-2024,   8-Inch  Ductile  Iron  Main  Installation 
in  Eucalyptus  Drive,  Gellert  Drive  and  Other 
Streets,   in  the  net  amount  of  $278,320,   to  Ranger 
Pipelines,   Inc.  and  A.  Ruiz  Construction  Co.  & 
Associates,   Inc.,  AJV,  Contractor. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


89-201 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Accepting  the  work  performed  under  Hetch  Hetchy 
Water  and  Power  Contract  No.  HH-788,   Market  Street 
Underground  Control  Center  -  Repair  and  Replace 
Lighting  Equipment,  as  satisfactorily  completed; 
approving  Credit  Contract  Modification  No.  1  in  the 
amount  of  $17,992.34;  authorizing  an  extension  of 
time  for  unavoidable  delays  of  90  calendar  days;  and 
author izing  final  payment  in  the  amount  of 
$19,014,75   to  Kingston  Associates,  Contractor. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


on  motion  of  Chiesa,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Approving  Debit  Contract  Modification  No.   4   in  the 
amount  of  $68,796.73,   to  san  Francisco  Municipal 
Railway  Contract  No.   MR-875,  No.   14  Mission  Line, 
Main  to  Fourth  streets,  Trolley  Coach  overhead 
Reconstruction , 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Approving  Contract  Modification  No.   2   in  the  amount 
of  $89,840,   to  San  Francisco  Water  Department 
Contract  No.  WD-1978,  Relocation  and  Extension  of 
48-Inch  Steel  Main  Installation  in  Peabody  street, 
Leland  Avenue,  Rutland  Street  and  Tucker  Avenue  from 
South  City  Limits  to  Delta  streets;  and  approving  an 
extension  of  time  of  40  working  days  following  the 
notice  of  certification  of  modification. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


on  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Rejecting  the  sole  bid  received  under  San  Francisco 
Water  Department  Contract  No.  WD-2046,  Painting  La 
Grande  Standpipe  and  Forest  Hill  Tanks,  and 
authorizing  r eadver t i sement  of  the  contract. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Rejecting  all  bids  on  Hetch  Hetchy  Water  and  Power 
Contract  No.   HH-805,  Holm  Powerhouse  Slope 
Stabilization,   and  authorizing  readvertisement  of 
the  work  as  Contract  No.  HH-805R. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


89-202 


On  motion  of  Chiesa,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0388      BMIS     Authorizing  the  transfer  of  $50,000  from  Bureau  of 
Management  Information  Systems  Operating  Budget 
Professional  Services  to  Temporary  Salaries,  to 
fund  two  positions. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0389       WD        Declaring  that  an  emergency  exists,   in  accordance 
with  the  provisions  of  Section  6.30  of  the 
Administrative  Code,   to  repair  a  water  main  break 
and  related  pavement  damage  in  Laguna  Honda 
Boulevard,  north  of  the  intersection  of  Dewey 
Boulevard;   and  requesting  the  Board  of  supervisors' 
approval  of  the  expenditure  of  approximately 
$150,000. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

89-0390  Canceling  the  regularly  scheduled  Public  Utilities 

Commission  meeting  of  December  26,  1989. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0391       WD        Authorizing  the  Acting  General  Manager  of  the  san 
Francisco  Water  Department  to  enter  into  an 
agreement  with  suburban  Purchasers  relative  to 
asset  classifications . 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

89-0392       WD        Approving  the  sale  of  an  easement  to  the  Town  of 
Colma,   subject  to  the  condition  that  a  vehicular 
access  from  Serramonte  Boulevard  be  provided  to  the 
Water  Department  property;   and  authorizing  the 
Director  of  Property  to  proceed  with  the  appraisal 
for  a  fair  market  value  and  the  necessary 
preparation  of  legislation  for  enactment  by  the 
Board  of  supervisors, 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


89-203 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Approving  modification  of  the  agreement  with  the 
California  Department  of  Water  Resources  for 
construction  of  facilities  to  allow  transfer  of 
water  under  emergency  conditions  from  the  South  Bay 
Aqueduct  to  San  Francisco's  san  Antonio  Reservoir, 
in  an  amount  not  to  exceed  $700,000. 

VOTE:     Ayes  -  Rodis,   Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Authorizing  the  General  Manager  of  Public  Utilities 
to  commit  $125,000  of  Hetch  Hetchy  funds  for  the 
Water  Reclamation  and  Reuse  Program. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,   seconded  by  Toupin,  the 
following  resolution  was  adopted: 

Authorizing  the  General  Manager,   Hetch  Hetchy  Water 
and  Power,   to  negotiate  and  execute  a  professional 
services  agreement  with  Bookman-Edmonston 
Engineering  Inc.,   to  provide  "as  needed" 
hydrological  consulting  services  for  a  period  of 
three  (3)  years,  for  an  amount  not  to  exceed 
$125,000  the  first  year. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chin,  seconded  by  Flynn,  the  following 
resolution  was  adopted: 

Authorizing  the  Municipal  Railway  to  enter  into  a 
contract  for  Phase  1  work,  not  to  exceed  $156,294, 
with  P.G.H.  Wong  Engineering,   Inc.,   to  provide 
Engineering  Services  for  the  PCC  Streetcar 
Restoration  Project. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted: 

Authorizing  the  San  Francisco  Municipal  Railway  to 
extend  the  term  of  the  Transit  Maintenance 
Consultants  contract,   for  engineering  services  to 
develop  vehicle  specifications  and  manage  the 
contract  for  the  Diesel  Articulated  Coach 
Procurement  Project,   to  June  30,  1991. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Flynn,  Toupin,  Chin 
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On  motion  of  Chiesa,  seconded  by  Toupin,  the  following 
resolution  was  adopted: 

Authorizing  the  Utilities  Engineering  Bureau  to 
request  qualification  statements,  interview,  select 
and  recommend  a  qualified  consulting  engineering  firm 
to  provide  required  engineering  services  for  a  period 
of  24  months  at  a  cost  not  to  exceed  $350,000,  of 
which  $100,000  will  be  allocated  to  Municipal  Railway 
Engineering  projects. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,  seconded  by  Chiesa,  the  following 
resolution  was  adopted: 

Authorizing  the  Manager,  Utilities  Engineering  Bureau, 
to  execute  amendments  to  the  agreements  with  Allstate 
Geotechnical  Services   (AGS)   and  Morrison-Knudsen 
Engineers,   Inc.    (MKE),   for  performing  design  and  field 
enginering  services  on  an  "as  needed"  basis  related  to 
the  Engineering  and  Capital  Improvement  Projects, 
extending  the  completion  dates  of  the  agreements  to 
March  31,   1990  and  June  30,  1990. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Toupin,  the  following 
resolution  was  adopted: 

Authorizing  the  Utilities  Engineering  Bureau  to 
request  proposals,   interview,   select  and  recommend  a 
qualified  firm  to  provide  testing  laboratory  and 
technical  engineering  services  for  a  period  of  one 
year,  at  a  cost  not  to  exceed  $100,000. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Chiesa,  seconded  by  Toupin,  the  following 
resolution  was  adopted: 

Designating  Tuesday,  January  9,   1990  at  2:00  p.m.  in 
Room  282,  City  Hall,  San  Francisco,  as  the  date,  time 
and  place  for  a  public  hearing  to  consider  continuing 
various  regional  mass  transit  transfer  agreements 
enacted  after  the  October  17  earthquake. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 


On  motion  of  Toupin,   seconded  by  Chiesa,   the  following 
resolution  was  adopted: 

Approving  the  terms  and  conditions  and  authorizing  a 
lease  of  0,74  acre  Water  Department  right-of-way  land 
to  Van  Van  Vo  dba  New  Long  Fish  Company,   for  a  term  of 
five  (5)  years  with  an  additional  five  (5)  year  option, 
commencing  December  1,   1989  to  and  including  November 
30,   1994,   at  an  initial  annual  rent  of  $45,000. 

VOTE:     Ayes  -  Rodis,  Chiesa,   Flynn,  Toupin,  Chin 
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On  motion  of  Toupin,  seconded  by  Chin,  the 
following  resolution  was  adopted  in  Executive 
Session : 

89-0403      MR        Approving  the  settlement  documentation  entitled 

Settlement  Agreement  and  Mutual  General  Release  of 
Claims  with  respect  to  settlement  of  litigation 
with  Chin  &  Hensolt. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Toupin,  Chin 


On  motion  of  Chin,   seconded  by  Chiesa,  the 
following  resolution  was  adopted  in  Executive 
Session : 

89-0404      MR        Approving  the  settlement  documentation  entitled 
Mutual  Release  and  Settlement  Agreement  with 
respect  to  settlement  of  litigation  with 
O'Brien-Kreitzberg  &  Associates,  Inc. 

VOTE:     Ayes  -  Rodis,  Chiesa,  Toupin,  Chin 


Copies  of  the  above  resolutions  are  on  file  in  the 
office  of  the  Secretary  of  the  Public  Utilities 
Commission. 

******** 

Old  Business 

President  Rodis  announced  that  settlement  of  the  Stacy  and  Witbeck 
litigation  had  been  approved  in  Executive  Session. 

******** 

New  Business 

President  Rodis  raised  the  issue  of  the  crane  accident  on 
California  &  Kearney  Streets.     He  asked  whether  a  claim  could  be 
filed  against  the  insurance  carrier  of  the  building,   for  loss  of 
revenue  while  the  cable  cars  were  not  in  operation  as  a  result  of 
the  accident . 

Mr.   Thomas  Elzey,  General  Manager  of  Public  Utilities,   replied  that 
staff  was  looking  into  the  matter  and  that  it  was  difficult  to 
determine  loss  of  revenue  because  diesel  buses  were  substituted  for 
the  cable  cars  on  the  California  line.  ■ 

Mr.  William  Stead,  General  Manager,  Municipal  Railway,  stated  that 
there  was  no  damage  to  the  cable  car  system, 

Mr.   Elzey  stated  it  had  not  yet  been  determined  whether  the  crane 
may  have  caused  some  problem  with  the  water  main  there  and  that  the 
Water  Department  was  checking  into  the  matter. 

******** 
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Report  of  the  General  Manager 


Drug  Testing 

Mr.  Elzey  reported  that  the  first  reading  of  the  item  requesting 
supplemental  funds  for  the  mandatory  drug  testing  program  was 
passed  by  the  Board  of  Supervisors  by  a  8  to  2  vote  yesterday  after 
considerable  debate  and  discussion.     The  second  reading  would  occur 
when  the  Board  meets  on  December  18.     Mr.   Elzey  said  a  series  of 
meetings  would  be  scheduled  with  the  Union  during  the  week. 

President  Rodis  asked  whether  there  was  enough  time  to  put  the 
program  in  place  by  the  December  21  deadline.     Mr.  Elzey  replied  in 
the  affirmative.     He  stated  that  because  of  possible  challenges  in 
Court,   and  the  sensitivity  of  the  issue  of  random  testing  that  the 
Municipal  Railway  would  move  slowly  on  that  aspect  of  the  program 
and  only  test  a  small  percentage  of  Municipal  Railway  workers 
during  the  first  several  months  of  the  program. 

President  Rodis  asked  how  post  accident  testing  might  affect  claims 
against  the  City.     Mr.  George  Krueger,   Utilities  General  Counsel, 
replied  that  he  felt  it  would  not  have  any  impact.     The  program 
provides  for  the  confidentiality  of  the  testing  and  the  initial 
position  is  that  information  on  test  results  is  not  discoverable. 

******** 

Item  No.  15  —  Authorizing  the  Municipal  Railway  to  enter  into  an 
agreement  with  Grosvenor  Bus  Lines,   Inc.    (Graylines)   to  lease  a 
Double  Deck  Bus  from  January  15,   1990  to  February  15,   1990,  at  a 
nominal  rent  of  one  dollar;   and  to  conduct  a  feasibility  study  of 
its  use  in  revenue  service. 

President  Rodis  asked  about  the  double  decker  buses  from  Hong  Kong 
that  were  donated  to  the  City  and  were  still  in  Vancover. 

Mr.   Stead  replied  that  the  City  of  Hong  Kong  had  offered  several 
double  decker  steel  wheeled  historic  streetcars  not  rubber  tired 
buses.     These  streetcars  were  not  accepted  because  of  height 
limitations  and  the  considerable  shipping  and  maintenance  costs 
that  would  have  been  involved.  ^ 

Commissioner  Chin  inquired  about  the  Union's  position  on  the  double 
deck  bus,   and  whether  Grosvenor   (Graylines)  would  do  the  training 
at  their  expense. 

Mr.  Robert  Highfill,  Chief  Equipment  Engineer,  Municipal  Railway, 
replied  that  Grosvenor  would  train  our  Operator  Trainers  who  would 
then  train  our  operators. 

Mr.  Raymond  Antonio,  Secretary-Treasurer,  Transport  Workers  Union 
Local  250A,   stated  that  the  Union  had  not  been  informed  and  that 
they  would  object  to  this  item  on  the  basis  that  in  accordance  with 
the  Memorandum  of  Understanding  the  City  is  required  to  meet  and 
confer  with  the  Union  on  the  introduction  and  implementation  of  a 
new  form  of  transportation.     As  this  had  not  been  done  he  requested 
that  this  item  be  pulled  off  the  calendar  until  such  time  as  a  meet 
and  confer  process  could  be  completed . 

Mr.   Stead  stated  that  this  project  was  originally  conceived  in 
1986,   that  he  had  met  personally  with  the  Union  on  several 
occasions  at  that  time,  and  that  it  had  been  brought  before  the 
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Commission  for  discussion  with  the  Union  present.     This  matter  had 
been  delayed  because  there  were  some  issues  to  be  worked  out 
between  Grayline  and  our  attorneys.     Mr.  Stead  said  staff  would 
meet  with  the  Union  again  and  that  the  intent  of  this  program  was 
to  test  the  feasibility  of  double  deck  buses  in  the  City  before 
considering  the  purchase  of  future  articulated  streetcars. 

Commissioner  Toupin  asked  how  long  it  might  take  to  meet  and 
confer,  due  to  the  urgency  of  doing  this  testing,     Mr.  Stead 
replied  that  agreement  could  probably  be  reached  in  24  hours,  and 
that  the  testing  would  be  done  under  the  same  guidelines  as  all 
other  equipment. 

Commissioner  Flynn  suggested  that  the  item  be  taken  off  calendar. 
President  Rodis  directed  that  the  matter  be  continued  until  the 
meeting  of  January  9  and  that  Municipal  Railway  management  meet 
with  the  Union. 

******** 

Public  Comments 

Mr.   Lawrence  Martin,   International  Representative,  TWU,  commented 
on  the  drug  testing  program.     He  said  there  were  still  some 
concerns  and  stressed  that  confidentiality  was  an  important  issue 
in  the  process.     He  said  that  the  Union  would  be  meeting  with  the 
Mayor  tomorrow  to  reiterate  their  concer ns , 

Mr.  David  Pilpel  commented  on  the  bus  service  on  Market  Street.  He 
suggested  that  all  runs  be  filled  for  better  service. 

Mr.  Pilpel  said  he  experienced  a  full  service  stop  on  the  KLM  Line 
inbound  at  the  junction  from  Duboce  and  that  there  were  other 
instances  recently  where  there  had  been  full  brake  application  in 
the  subway.     He  didn't  know  if  there  were  violations  of  any  signals 
but  felt  there  is  clearly  some  operation  issue  that  needs  more 
supervision  and  staffing  of  supervisors.     Mr.   Martin,   rep resenting 
the  Union,   concurred  that  additional  supervisors  are  needed  on  the 
street . 

******** 


THEREUPON   THE  MEETING  WAS  ADJOURNED:      3:28  P.M. 


ROMAINE  A.  BOLDRIDGE 
Secretary 
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PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  fe3""0380 


December  12,  1989 


RESOLVED,  That  on  recommendation  of  the  General  Manager  of 

Public  Utilities,   the  Manager,  Bureau  of  Claims  and  Contracts;  thereof  and 
the  City  Attorney.     This  Commission  approved  and  hereby  requests  the  Controller 
to  allot  funds  and  to  draw  warrants  against  such  funds  as  are  or  will  be 
available  in  payment  of  claims  against  the  Municipal  Railway. 


CLAIMANT 


ACCIDENT  NO. 
&  SPECIFIED  PRAYER 


TYPE 


ACCIDENT 

DATE  PI/PD 


SETTLEMENT 


Non-litigated  Settlements 
None 

Litigated  Settlements 


MEHR  JOHNSON 


84B1835-2 
$1,000,000.00 


THERESE  BELLOT  STTOlO'i-e 

$  25,000.00 

KEYNOLD  BAPTISTE  87T0104-7 

$  25,000.00 


Judgment 
DAVID  DANG 


87B0591-1 
ACD* 


2-7 


15-3 


15-3 


6-12-85      PI         $  17,500.00 


3-01-87      PI  $  10,000.00 


3-01-87      PI         $  6,500.00 


1-3  11-11-87      PI/PD    $  20,202.00 


TOTAL  SETTLEMENTS: 

INDEX  632091 
*NOTE:     ACD  means  "As  Court  Determines" 


$  54,202,00 


SUB  OBJECT 


(4) 
1450 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  LL    L.'.'-' ^  (,  19B^ 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCiSCO 


RESOLUTtON  No. 


WHEREAS,  Under  San  Francisco  Municipal  Railway  Contract  No.  MR-879 
the  No.  33  Stanyan  Line,  Trolley  Coach  Overhead  Reconstruction  is  to  be 
performed  with  financial  assistance  from  the  Federal  Government;  and 

WHEREAS,  Bids  for  this  work  were  received  and  opened  publicly  on 
November  9,  1989;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  awards  San  Francisco  Municipal 
Railway  Contract  No.  MR-879,  No.  33  Stanyan  Line,  Trolley  Coach  Overhead 
Reconstruction,  in  the  amount  of  $1,161,420.00  to  Abbett  Electric 
Corporation  and  Yick  Electric  Co.,  AJV,  1850  Bryant  Street,  San  Francisco, 
CA  94110. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  hy  the  Public  Utilities  Commission 

at  its  meeting  of    DECEMBER  1  ?.  igpQ 


I?.  1^9    ^ 

Secretary,  Public  Utilities  Commissi 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


83-0382 


RESOLUTrON  No. 


RESOLVED,  That  this  Commission  hereby  awards  San  Francisco  Water 
Department  Contract  No.  WD-2024,  8-Inch  Ductile  Iron  Main  Installation  in 
Eucalyptus  Drive,  Gellert  Drive  and  Other  Streets,  in  the  net  amount  of 
$278,320.00  to  Ranger  Pipelines,  Inc.  and  A.  Ruiz  Construction  Co.  and 
Associates,  Inc.,  AJV,  1296  Armstrong  Avenue,  San  Francisco,  California 
941247,  as  the  lowest  responsive  bidder. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of   DECEMBER  1  2  1989. 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 


CrTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLVED,  That  this  Commission  accepts  the  work  performed  under 
Hetch  Hetchy  Water  and  Power  Contract  No.  HH-788,  Market  Street  Underground 
Control  Center,  Repair  and  Replace  Lighting  Equipment,  as  satisfactorily 
completed;  approves  Credit  Contract  Modifi cation  No.  1  in  the  amount  of 
$17,992.34;  authorizes  an  extension  of  time  for  unavoidable  delays  of  90 
calendar  days;  and  authorizes  final  payment  in  the  amount  of  $19,014.75  to 
the  Contractor,  Kingston  Associates. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  DECLMBER    1  Z  1289 


Secretary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  _ 


WHEREAS,  This  Commission  awarded  San  Francisco  Municipal 
Railway  Contract  No.  MR-875,  No.  14  Mission  Line,  Main  to  Fourth 
Streets,  Trolley  Coach  Overhead  Reconstruction  in  the  amount  of 
$2,089,200  to  Kingston  Constructors  Inc.;  and 

WHEREAS,  Modification  to  the  contract  is  required  to 
substitute  fifty-seven  (57)  units  of  OB  pendulum  curve  segments 
with  OB  C-2  curve  segments  and  cover  the  extra  work  required  for 
the  installation  of  twenty-one  (21)  C-2  curve  segments;  now, 
therefore ,  be  it 

RESOLVED,  That  the  Commission  approves  Debit  Contract 
Modification  No.  4  in  the  amount  of  $68,796.73  to  San  Francisco 
Municipal  Railway  Contract  No.  MR-875,  No.  14  Mission  Line,  Main 
to  Fourth  Streets,  Trolley  Coach  Overhead  Reconstruction. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  bv  the  Public  Utilities  Commission 
at  its  meeting  of  DECEMBER    1  I  198j 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

Cmr  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.     S9— 0385 


WHEREAS,  This  Commission  awarded  San  Francisco  Water  Department 
Contract  No.  WD-1978  for  the  installation  of  a  new  48-Inch  Steel  Main  in 
Tucker  Avenue,  Rutland  Street,  Leland  Avenue  and  Peabody  Street  in  the  net 
amount  of  $1,395,300.00  on  September  27,  1988;  and 

WHEREAS,  Field  conditions  encountered  following  the  award  of  the 
contract  required  that  the  contract  be  modified  to  relocate  a  portion  of 
the  new  48-inch  line  to  be  installed  and  to  extend  the  line;  now, 
therefore,  be  it 

RESOLVED,  That  this  Commission  approves  Contract  Modification  No.  2 
to  San  Francisco  Water  Department  Contract  No.  WD-1978  in  the  amount  of 
$89,840.00  covering  the  relocation  and  extension  of  the  new  48-inch  line; 
and,  be  it  further 

RESOLVED,  That  this  Commission  approves  an  extension  of  time  of  40 
working  days  following  the  notice  of  certification  of  Contract  Modification 
No.  2  to  perform  the  extra  work  covered  under  Contract  Modification  No.  2. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  DECEMBER    1  2  1989 


Secretary.  Public  Utilities  Confmission 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  S3""0n^jf> 


WHEREAS,  Under  San  Francisco  Water  Department  Contract  No.  WD-2046, 
painting  of  water  standpipe,  tanks  and  installing  fence  is  to  be  performed; 
and 

WHEREAS,  Bids  for  this  work  were  received  and  opened  publicly  on 
November  14,  1989;  and 

WHEREAS,  The  sole  bid  in  the  amount  of  $112,086.00  submitted  by 
Echo  West,  Inc.  exceeded  the  Engineer's  Estimate  by  more  than  18%;  and 

WHEREAS,  prospective  bidders  indicated  more  favorable  bids  would  be 
received  if  a  C-61  license  was  not  required;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  rejects  the  sole  bid  received  on 
November  14,  1989  under  San  Francisco  Water  Department  Contract  No. 
WD-2046,  Painting  La  Grande  Standpipe  and  Forest  Hill  Tanks  and  authorizes 
readvertisement  of  the  contract. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  


Secretary.  Public  U iihries  Comr^ssii 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  89-0387 


WHEREAS,  Bids  for  Hetch  Hetchy  Water  and  Power  Contract  No.  HH-805, 
Holm  Powerhouse  Slope  Stabilization,  were  received  and  opened  publicly  on 
November  9,  1989;  and 

WHEREAS,  Review  of  the  bids  determined  that  the  low  and  second  low 
bidders  exceed  the  Engineer's  estimate  for  the  contract  by  more  than  31%; 
and 

WHEREAS,  It  is  the  recommendation  of  UEB  staff  that  the  contract  be 
re-evaluated,  any  ambiguities  be  eliminated,  the  plans  and  specifications 
be  revised  and  the  contract  be  readvertised;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  rejects  all  bids  on  Hetch 
Hetchy  Water  and  Power  Contract  No.  HH-805,  Holm  Powerhouse  Slope 
Stabilization,  and  authorizes  readvertisement  of  the  work  as  Contract  No. 
HH-806R. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  DECEMBER   1  2 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


WHEREAS,  The  FY  1989/1990  Operating  Budget  of  the  Commission's 
Bureau  of  Information  Systems  has  $50,000.00  available  in  the 
Professional  Services  Account;  and 

WHEREAS,  The  Bureau  of  Management  Information  Systems  wishes  to 
increase  permanent  staffing  at  this  time  to  include  one  1877 
position  and  one  1879  position;  and 

WHEREAS,  Ordinance  #309-88  allows  City  Departments  to  substitute 
professional  services  funds  for  department  positions;  THEREFORE  BE  IT 

RESOLVED,  That  this  Commission  authorizes  the  transfer  of  $50,000.00 
from  BMIS  Operating  Budget  Object  Code  105  to  Object  Code  020  to 
fund  positions  listed  above. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  hy  the  Public  Utilities  Commission 
at  Us  meeting  of  tJLGLMBLR_a^J3a9  

Secretary,  Public  Uiilities  ('omn$lssion 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS.  An  emergency  condition  has  existed  in  San  Francisco  since 
Wednesday,  November  29,  1989  at  7:30  p.m.  due  to  a  broken  16-inch  water  main 
in  Laguna  Honda  Blvd.  just  north  of  the  intersection  with  Dewey  Blvd.;  and 

WHEREAS,  The  Water  Department  has  placed  this  on  the  list  of  facilities 
damaged  by  the  earthquake  of  October  17,  1989;  and 

WHEREAS,  The  force  of  the  water  from  the  main  break  resulted  in  extensive 
damage  to  the  pavement,  eroding  of  base  and  sub-base  material,  breakage  of  a 
nearby  12-inch  water  main  and  leaving  two  southbound  lanes  of  Laguna  Honda 
Blvd.  impassable;  and 

WHEREAS,  The  above  water  mains  are  important  feeder  mains  to  the  general 
area,  providing  both  domestic  and  fire  fighting  capabilities;  and 

WHEREAS.  Emergency  repairs  to  the  water  mains  and  pavement  are  necessary 
to  restore  normal  water  supply  to  the  area  and  unimpeded  vehicular  access  to 
the  areas  so  as  not  to  jeopardize  the  health  and  welfare  of  the  citizens  of 
the  City  and  County  of  San  Francisco;  and 

WHEREAS,  Such  repairs  must  be  made  expeditiously  to  restore  the  integrity 
of  the  street  and  of  the  water  distribution  system  and  to  eliminate  hazards  to 
the  general  public;  therefore  be  it 

RESOLVED,  That  time  being  of  the  essence,  this  Commission  in  accordance 
with  the  provisions  of  Section  6.30  of  the  Administrative  Code,  hereby 
declares  the  existence  of  an  emergency;  and,  be  it 

FURTHER  RESOLVED,  That  the  Controller  is  hereby  requested  to  transfer 
$150,000.00  from  Appropriation  No.  32-001-387225-663-01  -  Water  Main 
Replacement  to  Appropriation  No.  32-750-724161-001-03  -  Leak  Repai rs-Laguna 
Honda  and  Dewey  Blvds.  in  order  to  repair  the  existing  condition;  and  be  it 

FURTHER  RESOLVED,  That  this  Commission  hereby  requests  the  Board  of 
Supervisors  to  approve  the  expenditure  of  $150,000.00  for  emergency  repairs  to 
the  16-inch  main  in  Laguna  Honda  Blvd.  just  north  of  the  intersection  with 
Dewey  Blvd. 


0354X-6 


i  hereby  certify  that  the  foregoing  resolution  was  adopted  b\  the  Public  Utilities  Commission 
at  Us  meeting  of  DECEMBER   1 -0989 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMIWISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.      ^Sfj— Q^QQ 


RESOLVED,   That  the  Public  Utilities  Commission  hereby 
cancels  its  regularly  scheduled  meeting  of  December  26,  1989. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  DECEMBER   jZ  1989 


U 1989 


Secretary,  Public  Utilities  Com  mis  f ion 


PUBLIC  UTILITIES  COMMISSION 

cm  ANO  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.  ^0^0391. 


WHEREAS,  The  Water  Department's  Suburban  Purchasers  have 
raised  various  issues  relative  to  the  classification  of  assets 
for  rate  purposes  for  fiscal  year  1986-87;  and 

WHEREAS,   Suburban  Purchasers  and  Water  Department 
representatives  have  discussed  and  negotiated  these  issues  over 
the  last  several  months;  and 

WHEREAS,  As  a  result  of  these  discussions  and  negotiations 
a  proposed  contract  has  been  drafted  which  accepts  various 
Water  Department  classifications,   revises  some  other 
classifications  as  advocated  by  our  Suburban  Purchasers  and 
leaves  certain  issues  for  subsequent  resolution;  and 

WHEREAS,  The  Water  Department  believes  that  execution  of 
this  contract  is  reasonable;  now,   therefore,   be  it 

RESOLVED,  That  this  Commission  authorizes  the  Acting 
General  Manager  of  the  San  Francisco  Water  Department  to  enter 
into  this  contract. 


0381L-1 


/  hereby  certify  that  the  foregoing  resolution  loas  adopted  by  the  Public  Utilities  Commission 

DECEMBER  12  1989 


at  its  meeting  of. 


Secretary,  Public  U tilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CfTV  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


811-0392 


WHEREAS,    The  Town  of  Colma   has   requested  an  easement    in  order 
to  construct  and  maintain  a  certain  portion  of  the  si  dewa Ik  and 
street   pavement  of   Se  r  ramon t e   Boulevard  over  that  certain  portion 
of  the   Baden-Me  reed  and  San  Andreas   Pipelines   ri  ght-of -way ,    Pa  rce 1 
16,    San  Mateo  County   lands  and  a  portion  of   the   former  Fifth  Avenue 
(vacated),    accord ing   to  the   San   Franc Isco  Water  Department  records, 
and  as   shown  on  the  attached  Water  Department   drawing  no.  B-4561. 
The  easement   consists  of  approximately    1,105   square   feet;  and 

WHEREAS,    The  Water  Department   has   rev! ewed  the   request  and 
recommends  the  sale  of  the  easement   to  the   Town  of  Col  ma,  provided 
that   an  appropriate  vehicular  dri  veway  access   from  Se  r  ramon te 
Boulevard  to  the  Water  Depart me nt's   rema  ining   property  be  provided; 
now  therefore  be  it 

RESOLVED,    That   this  Comm isslon  does  hereby   approve  the   sale  of 
the  easement ,    subject   to  the  condition  that   a  vehicular  access  from 
Se r ramon t e   Boulevard  be   provided  to  the  Water   Department  property, 
and  authorizes  the  Director  of  Property   to  proceed  with  the  appraisal 
for  a  fair  marl<et   value  and   the  necessary   preparation  of  legislation 
for  the  enactment   by   the   Board  of  Supervisors. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,  ULULMBER  1  Z  1989 

at  Its  meeting  of .  '  _'^y«J_ 


PUBLIC  UTILITIES  COMMISSION 

CrTY  AND  COUNTY  OF  SAN  FHANCISCO 


RESOLUTION  No.  i/O^O 


WHEREAS,  This  Commission,  on  April  11,  1989,  approved  an  agreement  with 
the  California  Department  of  Water  Resources  for  construction  of  facilities  to 
allow  transfer  of  water  from  the  State's  South  Bay  Aqueduct  to  San  Francisco's 
San  Antonio  Reservoir,  and  authorized  an  amount  not  to  exceed  $350,000;  and 

WHEREAS,  This  Commission,  on  June  20,  1989,  approved  modification  of  the 
agreement  with  the  California  Department  of  Water  Resources  for  construction 
of  facilities  to  allow  transfer  under  drought  emergency  conditions  of  up  to 
seventy  cubic  feet  per  second  of  water  from  the  State's  South  Bay  Aqueduct  to 
San  Francisco's  San  Antonio  Reservoir;  and 

WHEREAS,  Funding  was  approved  to  construct  only  the  Phase  I  facilities 
leaving  funding  of  Phase  II  facilities  to  be  approved  at  the  time  of  the  next 
drought  emergency;  and 

WHEREAS,  Completion  of  Phase  II  construction  at  an  estimated  cost  of 
$350,000  would  provide  a  fully  operational  facility  capable  of  transferring 
water  from  other  water  agencies  to  the  San  Francisco  Water  Department's 
service  area  to  augment  local  supplies  during  future  drought  emergencies  or 
other  unforeseen  disruption  of  the  Hetch  Hetchy  supply  system;  and 

WHEREAS,  Funds  are  available  in  Water  Department  CIP  Project  728-01, 
Replace  Vault  Covers  BDPL  1  &  2.  a  completed  project,  for  transfer  to  CIP 
Project  606-01,  Construct  Turnout  on  South  Bay  Aqueduct,  for  completion  of  the 
Phase  II  facilities;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  approves  modification  of  the  agreement 
with  the  California  Department  of  Water  Resources  for  construction  of 
facilities  to  allow  transfer  of  water  under  emergency  conditions  from  the 
South  Bay  Aqueduct  to  San  Francisco's  San  Antonio  Reservoir  to  complete  all 
facilities  required  in  an  amount  not  to  exceed  $700,000;  and,  be  it 

FURTHER  RESOLVED,  That  this  Commission  approves  transfer  of  funds  in  the 
amount  of  $350,000  from  Water  Department  Project  728-01,  Replace  Vault  Covers 
BDPL  1  &  2  to  Water  Department  Project  605-01,  Construct  Turnout  on  South  Bay 
Aqueduct. 


0334L-36 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  DECEMBER    1  2  198q  ' 


Secretary. 


ary.  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

OTV  AND  C0UF4TY  OF  SAN  FRANCISCO 


RESOLUTION  Na 


WHEREAS,   the  Board  of  Supervisors  have  already  approved  a 
Resolution   (177-89-2)  to  implement  a  program  to  improve  ground 
water  management  and  utilization  in  San  Francisco,   including  the 
increase  of  water  reclamation  and  reuse;  and 

WHEREAS,   the  Department  of  Public  Works  is  already  committed  to 
maximizing  the  use  of  high  quality  effluent  from  the  City's 
wastewater  treatment  plants ;  and 

WHEREAS,    San  Francisco's  water  supply  is   limited  by  the  physical 
constraints  of  the  Hetch  Hetchy  system;  and 
would  benefit  from  identifying  alternative  sources;  and 

WHEREAS,   a  comprehensive  program  to  optimize  surface,  reclaimed, 
and  groundwater  supplies  would  benefit  San  Francisco;  and 

WHEREAS,  the  City  lacks  a  contingency  plan  to  maximize  the  City's 
total  water  supply  in  the  event  of  drought  conditions  or  natural 
disaster;  and 

WHEREAS,   such  a  reclamation  plan  could  be  completed  within  18 
months,  with  some  programs  being  implemented  immediately  and  in  the 
near  future ,   to  supplement  and  conserve  one  of  our  most  valuable 
resources;  and 

WHEREAS,  funds  are  available  for  this  work  in  the  89/90  Capital 
Improvement  Projects  budget  under  the  Resource  Management  program 
now,   therefore ,   be  it 

RESOLVED,   that  the  Commission  authorize  the  PUC  General  Manager 
to  commit  $125,000  for  funding  of  this  project. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 


ULCtMBER  1  2  1989 


PUBLIC  UTILITIES  COMMISSION 

CtTY  AND  COUNTV  OF  SAN  FRANCISCO 

RESOLUTION  No.  _ 


WHEREAS,   Hetch  Hetchy's  ability  to  meet  its  water 
delivery  obligations  while  optimizing  power  revenues  is  enhanced  by 
computer  modelling,  and 

WHEREAS,   Staff  requires  assistance  in  computer  modelling 
and  hydro logical  analysis ,  and 

WHEREAS,   This  Commission,   by  its  Resolution  No.  89-0171, 
adopted  May  23,    1989,  authorized  the  PUC  General  Manager  to  request 
qualifications  and  proposals  from  consultants  to  provide  " as- 
needed"  hydro logical  consulting  services ;  and 

WHEREAS,   after  thorough  evaluation  of  all 
qualifications ,   proposals ,   submittals  and  oral  interviews  with  the 
three  most  qualified  firms,   the  selection  committee  recommended 
Bookman-Edmonston  Engineering  to  provide  the  required  professional 
services ;   now,   therefore ,  be  it 

RESOLVED,   That  this  commission  hereby  authorizes  the 
General  Manager,   Hetch  Hetchy  Water  and  Power,   to  negotiate  and 
execute  a  professional  services  agreement  with  Bookman-Edmonston 
Engineering  to  provide  "as-needed"  hydrological  consulting  services 
for  an  amount  not  to  exceed  $125,000  the  first  year. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    DECEMBER  12  1989 


Secretary, 


tary.  Public  Utilities  Commissnn 


PUBLIC  UTILITIES  COMMISSION 

an  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na 


WHEREAS,  The  Municipal  Railway  was  authorized  by  Resolution  No. 
89-0173  to  circulate  an  RFP  to  identify  a  consultant  to  provide  Engineering 
Services  for  the  PCC  Streetcar  Restoration  Project  consisting  of :  (1)  the 
development  of  specif  ications  and  (2)  management  and  inspection  of  the 
subsequent  rehabilitation  contract  work;  and 

WHEREAS,  Five  Consulting  Engineering  Companies  responded  with  a 
written  proposal  on  September  8 ,  1989 ,  which  were;  Transit  Performance 
Engineering;  ACEx  Technologies,  Inc.;  H.G.H.  Wong  Engineering,  Inc.;  Lea  & 
Elliott  Transportation  Engineers ;  and  Daniel ,  Mann,  Johnson,  and  Mendenhall; 
atid 

WHEREAS,  An  Evaluation  Team  consisting  of  personnel  from  MUNI 
Equipment  Maintenance;  Equipment  Engineering;  PUC  Contract  Compl iance  Office; 
PVJC  Finance ;  and  MUNI ' s  PI  ami  j  ng  and  Transportat  ion  Departments  i  ndividually 
evaluated  the  five  written  proposaJ s  and  scored  each  proposal;  and 

WHEREAS,  Each  of  the  five  consulting  firms  were  qualified  by  the 
Evaluation  Team  to  be  invited  for  an  oral  interview  with  oral  presentations 
from  all  five  companies,  including  their  subcontractors  being  conducted  on 
October  20,  1989 .  The  Evaluation  Committee  then  individually  scored  each 
consultant's  "Oral  Interview"  and  conducted  a  meeting  to  discuss  each 
consultant's  strengths  and  weaknesses,  and  finally  compiled  the  oral  scores; 
and 

WHEREAS ,  The  f Inal  scores  indicate  that  P . C . H .  Wong  Engineering , 
Inc.  presented  the  best  proposal  and  team  for  this  work  and  was  recommended  by 
Contract  CompJ  iance ;  and 

WHEREAS,  The  $i56.29A  cost  for  Phase  I  work  is  UMTA  funded  by  Grant 
No.  CA-03  0333;  now  therefore,  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  authorizes  the 
Municipal  Railway  to  enter  into  a  contract  for  Phase  I  work  not  to  exceed 
$156, 294  with  P.G.H.  Wong  Engineering ,  Inc .  to  provide  the  above  described 
Engineering  Services  for  the  PCC  Streetcar  Restoration  Project;  and  be  it 
further 

RESOLVED,  That  the  Municipal  Railway  will  return  to  the  Public 
Utilities  Commission  for  permission  to  award  Phase  II  work,  contingent  upon 
the  placement  of  funds  for  the  restoration  of  the  PCC  Streetcars  and  the 
satisfactory  completion  of  Phase  I  work  by  the  consultant. 


0310B 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 
at  its  meeting  of  


Secretary.  Public  Utilities  Commissi 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No.    S3  039^ 


WHEREAS,  The    Municipal    Rai Iway    i s    currently    contracted  with  Transit 

Maintenance     Consultants    for    $116,850    to    provide    engineering  services  to 

devel op  vehicle  specifications  and  manage  the  contract  for  the  diesel 
articulated  coach  procurement  project;  and 

WHEREAS,  The  current  contract  expires  on  December  31,  1989;  and 

WHEREAS,  Delays  in  the  procurement  process  have  occurred  due  to  a 
proposal  to  exercise  the  option  from  an  A.C.  Transit  bid  for  Diesel 
Articulated  Coaches  which  proposal  was  rejected  by  UMTA  on  September  12,  1989; 
and 

WHEREAS,  The  current  schedule  for  the  Diesel  Articulated  Coach 
procurement  will  require  the  services  of  the  consultant  beyond  the  original 
contract  expiration  date,  and  the  consultant  has  agreed  to  perform  the  same 
work  scope  over  the  extended  time  frame  for  the  original  price  of  $116,850;  and 

WHEREAS,  The  Municipal  Railway  recommends  modifying  the  existing  Transit 
Maintenance  Consultants  contract  at  no  additional  cost  to  extend  the  term  to 
June  30,  1991;  now  therefore  be  it 

RESOLVED,  That  the  Public  Utilities  Commission  hereby  authorizes  the  San 
Francisco  Municipal  Railway  to  extend  the  Transit  Maintenance  Consultants 
contract  to  June  30,  1991. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,  DECEMBER  12  1989 

at  Its  meeting  of  


Secretary,  Public  Utilities  Cmnm ission 


PUBLIC  UTILITIES  COMMISSION 

C(TY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  No.  F)D-"Q.151Fj 


WHEREAS,  The  Utilities  Engineering  Bureau  provides  professional 
engineering  and  project  management  services  necessary  for  the  construction 
of  improvements  to  various  PUC  capital  facilities;  and 

WHEREAS,  The  timing  of  any  necessary  assistance  and  professional 
services  cannot  always  be  anticipated  or  pre-scheduled;  and 

WHEREAS,  The  services  of  a  consulting  engineering  firm,  retained 
for  the  purpose  of  providing  engineering  and  construction  services  on  an 
"as-needed"  basis  will  facilitate  the  timely  execution  of  various 
engineering  functions;  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Utilities 
Engineering  Bureau  to  request  qualification  statements,  interview,  select 
and  recommend  to  this  Commission  a  qualified  consulting  engineering  firm  to 
provide  required  engineering  services  for  a  period  of  twenty-four  (24) 
months  at  a  cost  not  to  exceed  $350,000.00,  of  which  $100,000.00  will  be 
allocated  to  Municipal  Railway  Engineering  projects. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

,.,      ^    ,  DECtMBER  1Z1989 

at  its  meeting  of  


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

CflY  AND  COUNTY  OF  SAN  FRANCISCO 


RESOLUTION  No. 


WHEREAS,  Under  Resolution  No.  88-0408  adopted  on  November  22,  1988, 
the  Publ i  c  Uti 1 i ties  Commi  ssion  author i  zed  its  Manager ,  Uti 1 i ti  es 
Engineering  Bureau,  to  amend  the  agreements  with  Allstate  Geotechnical 
Services  (AGS)  and  Morri son-Knudsen  Engineers,  Inc.  (MKE)  to  perform  design 
and  field  engineering  services  on  an  "As  Needed"  basis  related  to  the 
Utilities  Engineering  Bureau's  Engineering  and  Capital  Improvement 
Projects;  and 

WHEREAS,  These  amended  agreements  currently  have  completion  dates 
of  December  21,  1989  and  December  12,  1989,  respectively;  and 

WHEREAS,  As  of  October  31,  1989,  the  amount  of  funds  available 
(unencumbered)  under  the  agreements  with  AGS  and  MKE  are  $18,029.66  and 
$45,937.75,  respectively;  and 

WHEREAS,  In  order  to  pay  the  Consultants  for  all  work  currently 
authorized  which  will  be  completed  after  the  current  completion  dates  and 
to  utilize  the  available  unencumbered  balance  of  funds  for  work  to  be 
performed  by  the  Consultants,  it  will  be  necessary  to  extend  the  completion 
dates  of  the  agreements  to  March  31,  1990  and  June  30,  1990,  respectively; 
now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Manager, 
Utilities  Engineering  Bureau,  to  execute  amendments  to  the  agreements  with 
Allstate  Geotechnical  Services  (AGS)  and  Morri son-Knudsen  Engineers,  Inc. 
(MKE)  for  performing  design  and  field  engineering  services  on  an  "As 
Needed"  basis  related  to  Utilities  Engineering  Bureau's  Engineering  and 
Capital  Improvement  Projects  extending  the  completion  dates  of  the 
agreements  to  March  31,  1990  and  June  30,  1990,  respectively. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    DECEMBER  1  2  19^ 


Secretary,  Public  Utilities  Commission 


PUBLIC  UTILITIES  COMMISSION 

arv  AND  COUNTY  OF  SAN  FRANCfSCO 


RESOLUTION  No. 


WHEREAS,  The  Utilities  Engineering  Bureau  has  requirements  from 
time  to  time  during  the  planning,  design,  and  construction  phases  of 
capital  improvements  to  have  a  variety  of  construction  materials 
sampled  and  tested,  to  obtain  data  for  proper  evaluation  of  site 
conditions,  and  to  assure  that  construction  is  in  accordance  with  the 
design,  and 

WHEREAS,  Because  of  the  recent  earthquake  of  October  17,  1989,  it 
i  s  anti  cipated  that  consi  derably  more  sampl i  ng ,  testing ,  and 
inspection  of  PUC  facilities  will  be  anticipated  in  the  future,  and 

WHEREAS,  The  Utilities  Engineering  Bureau  utilizes  the  Department 
of  Public  Works  Materials  Testing  Laboratory  for  materials  services 
that  can  be  performed  by  City  forces,  and 

WHEREAS,  The  needs  for  testing  and  the  nature  of  the  testing 
required  frequently  is  not  within  the  scopes  of  the  services  provided 
by  the  DPW  laboratory,  and  are  not  available  elsewhere  within  the 
City,  and 

WHEREAS,  From  time  to  time,  to  assist  various  project  teams  to 
meet  design  schedules  where  services  cannot  be  performed  in  a  timely 
manner  by  City  forces  due  to  unavailability,  it  is  desirable  to  obtain 
outside  technical  engineering  services,  including  drafting,  surveying, 
photography,  graphics,  shop  inspections,  and  construction  inspection, 
and 

WHEREAS,  The  funding  for  these  services  will  be  from  various 
project  funding  sources  on  a  task  by  task  basis,  and 

WHEREAS,  It  is  contemplated  to  have  a  personal  services  contract 
for  providing  technical  engineering  services  for  the  PUC  projects, 

WHEREAS,  The  proposed  contract  is  for  period  one  year  at  a  cost 
not  to  exceed  $100,000.00,  now,  therefore,  be  it 

RESOLVED,  That  this  Commission  hereby  authorizes  the  Utilities 
Engineering  Bureau  to  request  proposal s,  interview,  select  and 
recommend  to  this  Commission  a  qualified  firm  to  provide  testing 
laboratory  and  technical  engineering  services  for  a  period  of  one  year 
at  a  cost  not  to  exceed  $100,000. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  its  meeting  of    DECEMBER  1  ?jq»q 


Secretary,  Public  Utilities  Comnttssio. 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUNTY  OF  SAN  FRANCISCO 
RESOLUTION  No.         ^')— Q^O^ 


BE  IT  RESOLVED,  That  the  Public  Utilities  Commission  will 
hold  a  public  hearing  on  January  9,    1990  at  2:00  p.m.    in  Room 
282  to  consider  continuing  various  regional  mass  transit 
transfer  agreements  enacted  after  the  October  17th  earthquake. 


1036M 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

DECEMBER  12  1989  


at  its  meeting  of. 


Secretary,  Public  Utilities  Coq^nis 


PUBLIC  UTILITIES  COMMISSION 

CITY  AND  COUNTY  OF  SAN  FRANCISCO 

RESOLUTION  Na . 


RESOLVED,  That  this  Commission  hereby  awards  to  Van 
Van  Vo  dba  New  Long  Fish  Company,   the  sole  responsible  bidder, 
for  the  purpose  of  open~ai r  sales  and  parking  as  set  forth  in 
the  0.74  acre  lease  (Copy  of  which  lease  is  on  file  with  the 
San  Francisco  Water  Department)  of  certain  land  under  the 
jurisdiction  of  the  San  Francisco  Water  Department,    located  in 
the  City  and  County  of  San  Francisco  (as  shown  on  Water 
Department  Drawing  No.   B-4544)   for  a  term  of  five  (5)  years 
with  an  additional  five  (5)  year  option  commencing  December  1, 
1989  to  and  including  November  30,    1994,   at  an  initial  annual 
rent  of  $45,000.00.     Annual  rental  shall  be  increased  annually 
in  direct  proportion  to  any  percentage  increase  (Minimum  4%  per 
year)   in  the  Cost  of  Living  Index  (CPI),   plus  reimbursement  of 
taxes  and  assessments  thereon.     Said  lease  is  categorically 
exempt  from  Environmental  review  under  Class  II,   Sections  15061 
(b)    (1)   and  15378  by  the  San  Francisco  Department  of  City 
Planning . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  Us  meeting  of  DECEMBER  1  2  1989 


Secretary.  Public  Utilities  ComtT^ssi 


PUBLIC  UTILITIES  COMMISSION 

CfTY  AND  COUKTY  OF  SAN  FRANCISCO 

83-0403 

RESOLUTION  No.  


WHEREAS,  Chin  &  Hensolt  was  the  design  engineer  on  the 
Cable  Car  Rehabilitation  Project  for  the  City  and  County  of  San 
Francisco ,  and 

WHEREAS,   the  City  and  County  of  San  Francisco  has  sued 
Chin  &  Hensolt  in  San  Francisco  Superior  Court  for  damages, 
including  extra  costs  incurred  due  to  design  deficiencies  in 
the  Cable  Car  Rehabilitation  Project,   and  Chin  &  Hensolt  has 
sued  the  City  and  County  of  San  Francisco  for  recovery  of 
additional  fees  allegedly  incurred  in  connection  with  the 
Proj  ect ,  and 

WHEREAS,   the  City  and  County  of  San  Francisco  and  Chin 
Si  Hensolt  have  agreed  to  settle  and  resolve  the  design 
deficiencies  and  fee  disputes  by  a  net  payment  to  the  City  and 
County  of  San  Francisco  of  $3,000,000,   subject  to  approval  by 
this  Commission  of  satisfactory  and  complete  settlement 
documentation   (Public  Utilities  Commission  Resolution  No. 
89-0235,   adopted  at  its  meeting  of  July  11,   1989),  and 

WHEREAS,   the  City  Attorney  and  co-counsel   for  the  City 
and  County  of  San  Francisco,  Thelen,   Marrin,   Johnson  &  Bridges 
and  Alexander  Millner  &  McGee  recommend  that  this  Commission 
approve  that  certain  settlement  documentation  entitled 
Settlement  Agreement  and  Mutual  General  Release  of  Claims  with 
respect  to  said  settlement,   and  authorize  execution  of  said 
settlement  documentation  by  Thomas  J.  Elzey,  General  Manager  of 
Public  Utilities,   on  behalf  of  the  Public  Utilities  Commission 
and  the  City  and  County  of  San  Francisco,   therefore  it  is  hereby 

RESOLVED,   that  this  Commission  approves  the  settlement 
documentation  entitled  Settlement  Agreement  and  Mutual  General 
Release  of  Claims  with  respect  to  said  settlement  and 
authorizes  execution  of  said  settlement  documentation  by  Thomas 
J.   Elzey,   General  Manager  of  Public  Utilities,   on  behalf  of  the 
Public  Utilities  Commission  and  the  City  and  County  of  San 
Francisco . 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

at  US  meetin,        DECEMBER  12  1989   


Secretary,  Public  Utilities  Commid^ion 


PUBLIC  UTILITIES  COMMISSION 

CTTY  AND  COUPJTY  OF  SAN  FFWNCISCO 


89-0404 

RESOLUTION  No.  


WHEREAS,   O'Brien-Kreitzberg  &  Associates,   Inc.  was  the 
Project  Manager  and  Construction  Manager  on  the  San  Francisco 
Cable  Car  Rehabilitation  Project,  and 

WHEREAS,   disagreements  have  arisen  between  the  City 
and  County  of  San  Francisco  and  O'Brien-Kreitzberg  &  Associates 
over  the  performance  by  O'Brien-Kreitzberg  &  Associates  on  the 
Project,  and 

WHEREAS,  this  Commission  has  authorized  and  approved 
settlement  of  the  disagreements  between  the  City  and  County  of 
San  Francisco  and  O'Brien-Kreitzberg  &  Associates  by  payment  to 
the  City  and  County  of  San  Francisco  from  O'Brien-Kreitzberg  & 
Associates  of  the  sum  of  $125,000.00  and  waiver  of  further  fees 
by  O'Brien-Kreitzberg  &  Associates,   on  the  terms  recommended  by 
the  City  Attorney  and  co-counsel,  Thelen,  Marrin,  Johnson  & 
Bridges  and  Alexander  Millner  &  McGee   (Public  Utilities 
Commission  Resolution  No.   89-0180,   adopted  at  its  meeting  of 
June  13 ,    1989) ,  and 

WHEREAS,   the  City  Attorney  and  co-counsel,  Thelen, 
Marrin,  Johnson  &  Bridges  and  Alexander  Millner  &  McGee 
recommend  that  this  Commission  approve  that  certain  settlement 
documentation  entitled  Mutual  Release  and  Settlement  Agreement 
with  respect  to  said  settlement  and  authorize  execution  of  said 
settlement  documentation  by  Thomas  J.  Elzey,  General  Manager  of 
Public  Utilities,   on  behalf  of  the  Public  Utilities  Commission 
and  the  City  and  County  of  San  Francisco,   therefore  it  is  hereby 

RESOLVED,   that  this  Commission  approves  that  certain 
settlement  documentation  entitled  Mutual  Release  and  Settlement 
Agreement  with  respect  to  said  settlement  and  authorizes 
execution  of  said  settlement  documentation  by  Thomas  J.  Elzey, 
General  Managerof  Public  Utilities,   on  behalf  of  the  Public 
Utilities  Commission  and  the  City  and  County  of  San  Francisco. 


/  hereby  certify  that  the  foregoing  resolution  was  adopted  by  the  Public  Utilities  Commission 

DECEMBER  U  1^89 


at  its  meeting  of  _ 


Secretary,  Public  Utilities  Commiss 


